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TRADE DISCOUNTS 



CHROMIUM PLATED 

TOWEL RAILS. 

LAVATORY STANDS. 

SHOWER FITTINGS. 

SMALL BATH FITTINGS. 

BATHROOM FURNITURE. 

AND ALL 

CHROMIUM PLATED BRASSWARE. 







CELLULOSE ENAMELLED 
WOOD FURNITURE. 
G.O.C. TOILET SEATS. 
BATH MATS. 

MIRRORS. SPLASHBACKS 
AND ALL GLASSWARE. 
ELECTRICAL FITTINGS. 
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CHROMIUM PLATED 
SHOWER FITTINr 
MIXER FITTINGS 
HOT WATER TOWEL AIRERS 
PORTABLE TOWEL RAILS 
SPONGE AND SOAP BASKETS 
BATHROOM FITTINGS OF EVERY 
DESCRIPTION 

GLASS and OPAL GLASS 

SPLASHBACKS 

FRAMELESS MIRRORS 
ADJUSTABLE MIRRORS 
SHELVES AND SHELF St 
GLASS AND OPAL TOPPED 
BATHROOM TABLES AND 
CABINETS 

ENAMELLED WOOD 

BATHROOM CABINETS 
BATHROOM STOOLS 
BATHROOM TABLES 
LINEN 

MEDICINE CHESTS 
BATHROOM F LIRE OF 

DESCRIPTION 

ELECTRICAL FITTINGS 

ELECTRIC TOWEL AIRERS 
BATHROOM FlF 
BATHROOM LIGHTING 
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FURNITURE AND FITTINGS 
FOR THE MODERN BATHROOM 
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W. C. YOUNGMAN LIMITED, 

WANDSWORTH WORKS, WANDSWORTH ROAD. 

LONDON, S.W.8. 

TELEPHONE ; MACAULAY 2233 (7 LINES) 
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LED A— personification of beauty in Greek mythology 
— was seen by Jupiter while bathing in the river. 
m Captivated by her exquisite beauty he assumed 
the form of a swan m order to admire her without 
causing alarm. 

LEDA Furniture and Fittings impart to the Modem 
bathroom the classical beauty a ne name suggests. 





et civet 




IN these enlightened days the Bathroom has assumed 
a place of far greater importance in the modern home, 
and so, in consequence, an extensive market has 
developed for improved fixtures and fittings. 

To meet this demand we are now manufacturing a com- 
plete new range of goods, and take great pleasure in 
submitting this catalogue to you. 

In producing the LEDA range of Furniture and Fittings 
for the Modern Bathroom, it has been our aim to present 
to you the very best quality and workmanship ; yet in 
achieving this object we have constantly borne in mind 
that price is an all important factor. The Leda Factory 
has, therefore, been designed, built and equipped for 
the manufacture of these goods on a scientific and specialist 
basis. The plant is the latest and most up-to-date in 
the Trade, and the lay-out the most efficient that experts 
could devise. In this manner our manufacturing cost has 
been reduced to a minimum and the economies thus 
made are reflected in the following pages. 

The LEDA range of products upholds that reputation for 
value and satisfaction which has been synonymous with 
the name of YOUNGMAN since the inception of our 
business, and we look forward with confidence to a 
widespread demand for these goods which will equal, if 
not surpass, the popularity of our CHALLENGER 
equipment. 

W. C. YOUNGMAN LIMITED. 






CONDITIONS OF SALE 



PRICES. 

Prices quoted in this list are prevailing at the time of issue and are subject to alteration without 
notice. 

ILLUSTRATIONS. 

Illustrations in this catalogue are reproduced from actual photographs without exaggeration 
of any description. The illustrations, however, are not binding as designs are being constantly 
brought up to date and may vary in detail from time to time. 

QUOTATIONS. 

Any quotations submitted are subject to acceptance within 28days unless otherwise stipulated. 

ORDERS. 

Orders are accepted on the definite understanding that when goods are in the process of 
manufacture cancellation cannot be accepted. 

DELIVERY DATES. 

Whilst every effort is made to conform to stated delivery dates these are given without 
responsibility on our part. 

CARRIAGE (OTHER THAN HOT WATER TOWEL RAILS). 

All goods delivered Carriage Paid London limits. Orders to the value of £10 nett Carriage 
Paid England or Wales 

CARRIAGE (HOT WATER TOWEL RAILS). 

Carriage is paid on orders of three or more Towel Rails, at list prices, for delivery in England. 
Scotland and Wales. For small quantities each separately wrapped in Hessian, a charge of 9d. 
per Towel Airer will be made as part cost of this wrapping. In view of the special nature of these 
goods, the question of carriage on all orders for Towel Rails must be considered quite separate 
from general orders for other of our manufactures. 

DAMAGE IN TRANSIT. 

Customers are urged to carefully examine goods immediately upon arrival, and in the case 
of damage in transit, they must be signed for accordingly. Furthermore, we must be advised 
in writing within three days, otherwise Railway Companies will not recognise any claim made 
after this period. When it is necessary for goods to be returned to us for repair or replace- 
ment they must be consigned by the same Railway Company "Carriage Free (Damaged in Transit)'*. 

NON-ARRIVAL OF GOODS. 

An Advice Note is posted separately from the goods upon the date of dispatch. In the case 
of non-arrival within seven days from the date of this Advice Note we should be notified forthwith. 

RETURNED GOODS 

We regret that we cannot dispatch goods on approval owing to the risk of depreciation in 
transit, nor can we exchange goods for any reason whatsoever when an order has been executed 
correctly. In any event, we cannot accept goods returned for any reason whatsoever unless we 
have given our previous consent in writing. 

PACKAGES. 

Cases, etc., are charged, and credited in full if returned in good condition, carriage paid, 
within one month of the invoice date. 

TERMS OF PAYMENT. 

Strictly Net Cash Monthly Account. 

CREDIT ACCOUNTS. 

Credit Accounts are opened in our ledgers for the convenience of new customers on the basis 
of two approved trade references which must be submitted with the first order. 

EXPORT TRADE. 

Orders under £30 . . net value are " ex Works " carriage and cartage to the Docks at 
cost. Orders of £30 . . Oand over are F.O.B. Cases and packing are charged at cost. Terms: 
Net Cash against Shipping Documents London. 
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Adjustable Guard Rails 
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Mirror Fittings 
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Page No. 
73 
18 
81 
81 
33 
30 
66 



BASIN STANDS . . 1 6 to 20 

Baskets (Soap and Sponge) . 56 to 59 
Bath Chains .... 41 

Mats . . . . 41 

Mixer Fittings ... 30 

Panel Angle Strips . . 30 
Supply and Shampoo Fittings 31 
Supply and Shower Fittings 22 to 28 
Bathroom Fire . . . 68 

Bathroom Furniture (Chromium 

plated) . . . 43 to 45 

BATHROOM FURNITURE (WOOD)— 



Bath Rack 

Cabinets 

Linen Bins 

Lmen Chests . 

Lmen Cupboard 

Stools 

Tables 

Toilet Tables . 

Wall Fitment 
Bathroom Lighting 
BATHROOM MIRRORS 

Weighing Machines 
Brackets (Large Shelf) 
(Glass Shei 



59 
50 to 55 

47. 49 
47 
47 
46 

46. 48 
48 
55 
84 

to 83 
21 
64 
65 



B 



CABINETS (BATHROOM) . 50 to 55 
CELLULOSE ENAMELLED BATH- 
ROOM FURNITURE . 46 to 55. 59 
Clips (Pipe) .... 68 
,, (Shaving Brush) . . 69 

Closet Seats . . . 37 to 40 

CONCEALED BATH SUPPLY 



Fire (Electric Bathroom) 
Fixed Wall Towel Rails 
Flush Pipes and Bends 
FRAMELESS MIRRORS 

Gate Valves 
Glass Finger Plates 
GLASS SHELVES 
.. Shelf Brackets 
.. Sets 
G.O.C. TOILET SEATS 
Grab Rails 

Rail Brackets . 
.. Tube . 
Guard Rails (Shelf) . 



• • 



. , 



Page No. 

68 

62. 63 

68 

81 to 83 

13 

42 
72 
65 

. 70, 71 

37 to 40 

64 

67 

67 

. 72. 73 



HOT WATER TOWEL AIRERS 6 to 12 

Hooks (Towel) ... 69 

.. (Bathgown) ... 69 

.. (Strop) ... 69 

LAVATORY BASIN STANDS I 6 to 20 
Chains ... 41 

Frames and Brackets 20 
Seats . . 37 to 40 

Lighting (Electric) . 84 



" • 



• • 



Linen Bins 
Chests 
Cupboard 

Matchbox Stands 
Mats (Bath) 
MEDICINE CHESTS 
MIRRORS 
MIRROR SPLASHBACKS 
Wall Fitment 



47, 49 

47. 49 
47 

66 
41 

50 to 55 

8 1 to 83 

74 to 80 

55 



OILSILK CURTAINS (SHOWER) 36 

OPAL GLASS SHELVES 72 

.. Glass Shelf Sets . . 72 

., Glass Splashbacks . 75. 77 to 80 



AND SHOWER FITTINGS 22 to 25 


Pipe Clips 


68 


Conditions of Sale 


4 


Pipes and Bends 


68 


Control Valves (Hot Water) 


13 


PLATE GLASS MIRRORS . i 


1 to 83 


Curtains (Shower) 


36 


Glass Shelves . 


72 


Curtain Chain and Wall Hook 


33 


Shelf Sets . 


70.71 


Hooks 


33 


• Portable Towel Airers 


14. IS 


Holdback 


33 






Rails . 


33 


RADIATOR TOWEL AIRERS 


6 to 12 


Rings (Shower) 


32 


Recess Curtain Rail 


33 






Roller Towel Rail 


63 


Elbow Union 


13 


Roses (Shower) 


32 


Valve . 


13 


Rubber Curtains (Shower) . 


36 


Electric Bathroom Fire 


68 






Light Fittings 


84 


Scales (Bathroom) 


21 


Extending Soap and Sponge Baske 


ts 56 


Screens (Glass, Shower) 


34, 35 


Finger Plates (Glass) . 


42 


Screws .... 


42 



Seats (Toilet) . 

SHAMPOO FITTINGS 

Shaving Brush Clips . 

SHAVING CABINETS 

Sheet Covered Toilet Seats. 

Shelf Brackets . 

.. Guard Rails 

,, Sets (Glass) 

Shelves (Glass) . 

Shower Arms 

Curtains 

Curtain Chain 

Hooks 

Holdback . 

Rails 

Rings 

SHOWER FITTINGS . 

Roses 

Sink Fittings 

SOAP AND SPONGE BASKETS 

Dishes . 

SPLASHBACKS 

Stands (Lavatory Basin) 

Stools (Bathroom Chromium- 
Plated) .... 

Stools (Wood) . 

Straight Union Valves 

Unions 

Strop Hooks 

Swing Wall Towel Rails 



Page No. 

37 to 40 

. 29. 31 

69 

50 to 55 

37 to 40 
64, 71 
72, 73 
70, 71 
72 
32 
36 
33 
33 
33 
33 
32 

22 to 28 
32 
30 

56 to 59 
59 

74 to 80 

1 6 to 20 

44 to 45 
46 
13 
13 
69 
62 



Tables. Bathroom. (Chromium-Plated) 43 

(Wood) . 46 

Toilet Roll Holders ... 66 

TOILET SEATS . . 37 to 40 

.. Tables . . . 46. 48 

Toothbrush Holders ... 60 

TOWEL AIRERS (HOT WATER) 6 to 12 

„ (PORTABLE) 14. 15 

(RADIATOR) 10 to 12 

.. Hooks ... 69 

.. Rails (Fixed Wall) . 63 

.. (Swing Wall) . 62 

Rail Brackets . . 67 

Tube ... 67 

Tumbler Holders . . . 61 






• " 



" U '" Shape Curtain Rails . 
Unions (Straight and Bent) 

Valves and Unions 



33 
13 

13 



Wall. Hook and Chain . . 33 

W.C. Seats . . . 37 to 40 

Weighing Machines ... 21 

WOOD BATHROOM 

FURNITURE 46 to 55 
.. Bathrack ... 59 



i 



PACE FIVE 






■■■ 



I 



.all 






l" 



ill! 













. 












CHROMIUM PLATED HOT WATER TOWEL AIRERS 

MADE WITH 18 GAUGE SOLID DRAWN BRASS TUBE 




No. S.SI. STRAIGHT FITTINGS 
No. B.IOI. BALL FITTINGS 



Dia. of 
Tube 


Height 


Width 


No. SSI 


No. B.IOI 








£ s. d. 


£ s. d. 


1 " 


36" 


30" 


2 7 


2 8 


i " 


3e 


36" 


2 9 


2 10 


i " 


36" 


42" 


2 110 


2 12 


1 '* 

1 4 


36" 


30" 


2 12 6 


3 2 6 


1 

1 . 


36" 


36" 


2 15 


3 5 


1 " 


io" 


42" 


2 17 6 


3 7 6 



All Hot Water Towel Airers are constructed 18 

Gauge Solid Drawn Brass Tube. All fittings are HOT 
PRESSED, thus eliminating porous and leaking castings. 
Pressure tested to 150 lbs. per square inch twice during 
manufacture. 



No. S.52 



No. 6,101 



No. S.52. STRAIGHT FITTINGS 
No. B- 102. BALL FITTINGS 



Dia. of 
Tube 


Height 


Width 


No. S.52 


No. B. 102 








£ s. d. 


£ s. d. 


1 * 


36" 


30" 


2 15 


3 


i " 


36" 


36" 


2 18 


3 2 


i w 


36" 


42" 


3 1 


3 4 


ir 


36" 


30" 


3 3 6 


3 10 


1 

1 


36" 


36" 


3 7 


3 13 6 


1 " 


36" 


42" 


3 10 6 


3 17 



Dimensions given are Centre to Centre. Floor to Centre 
of Tappings -4 ins. Towel Airers tapped \ in. unless 
otherwise ordered. 




,?ht or Angle, Union Pattern or .n Tube) Elbow or Straight Unions, SEE PAGE 13 
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CHROMIUM PLATED HOT WATER TOWEL AIRERS 

MADE WITH 18 GAUGE SOLID DRAWN BRASS TUBE 



No. S.S3. STRAIGHT FITTINGS 
No. B.I03. BALL FITTINGS 



Dia. of 










Tube 


Height 


Width 


No. S.53 


No B.I03 








£ s. d 


£ s. d 


l * 


36" 


30" 


2 14 


2 18 


i " 


36" 


36" 


2 16 


3 


i " 


36" 


42" 


2 18 


3 2 


1 

' 4 


36" 


30" 


3 


3 10 


U' 


36" 


36" 


3 2 6 


3 12 6 




36" 


42" 


3 5 


3 15 



All Hot Water Towel Airers are constructed with 18 
Gauge Solid Drawn Brass Tube. All fittings are HOT 
PRESSED, thus eliminating porous and leaking castings. 
Pressure tested to 150 lbs. sq. in. twice dur 
tnufacture. 



No. BI04 





No. S.53 



No. S.54. STRAIGHT FITTINGS 
No. B.I04. BALL FITTINGS 



Dia. of 










Tube 


Height 


Width 


No. S.54 


No. B.I04 








£ s. d. 


£ s. d 


I " 


36" 


30" 


3 3 


3 10 


i " 


36" 


36" 


3 6 


3 13 


i " 


36" 


42" 


3 9 


3 16 


I " 

1 


36" 


30" 


3 12 


4 


1 " 

1 . 


36" 


36" 


3 15 


4 3 6 


1 

1 . 


36" 


42" 


3 18 


4 7 



Dimensions given are Centre to Centre. Floor to Centre 
of Tappings 4 ins. Towel Airers tapped \ in. unless 
otherwise ordered. 



for Control Valve (' I or Angle. Union P >r in Tube) El light Up ,£E PAOc 13 
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CHROMIUM-PLATED HOT WATER TOWEL AIRERS 

MADE WITH 18 GAUGE SOLID DRAWN BRASS TUBE. 




No. S.55. STRAIGHT FITTINGS 
No. B.I05. BALL FITTINGS 



D«a. of 










Tube 


Height 


Width 


No. S 55 


No. B.I 05 








C s. d. 


L s. d 


I * 


36" 


30" 


3 10 


3 15 


i w 


36" 


36" 


3 14 


3 19 


1 " 


36" 


42" 


3 18 


4 3 


1 " 
1 • 


36" 


30" 


4 5 4 10 


1 " 


36" 


36" 


4 10 4 15 


1 
1 - 


36" 


42" 


4 15 5 



All Hot Water Towel Airers are constructed with 18 Gauge 
Solid Drawn Brass Tube. All fittings are HOT PRESSED, thus 
eliminating porous and leaking castings. Pressure tested to 
150 lbs. per square inch twice during manufacture. 

Dimensions given are Centre to Centre. 

Floor to Centre of Tappings — 4 ins. 

Towel Airers tapped \ in. unless otherwise ordered. 



No. S.55 

ELECTRIC TOWEL AIRERS 

No. EL B. 102 

Electric Towel Airers compare very favourably 
with those served from the ordinary hot water 
stem. No pipe line is required as the heating 
is effected by immersers. The flexible lead 
can be connected to wall plug or lamp-holder 
or can be operated by a switch. 

Water Filler. Relief and Water Level Valves are 
all provided. To operate, fill with water to the 
water level valve, and then screw the valve 
tightly. The heat generated by the electric 
Current causes the hot water to circulate by 
gravity. Water loss is ^ery small and an 
additional cupful added e\/ery few months is 
usually sufficient. 

Size, 36 ins. wide by 36 ins. high. 
I± ins. diameter Solid Drawn Brass Tube 

250 Watt 
Consumption approx. I unit in four hours. 

PRICE £9 15 Each 




D 
1 



No. E.L.B. 102 






Extra for Control Angle, Union Pattern or in TubO Elbow or Straight Unions. SEE PAGE 1 3 
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CHROMIUM PLATED HOT WATER TOWEL AIRERS 

MADE WITH 18 GAUGE SOLID DRAWN BRASS TUBE 



No- S STRAIGHT FITTINGS 

No. B.I06. BALL FITTINGS 



Dia. of 








Tube 


Width 


No. S 56 


No. B.I06 






£ s. d. 


£ s. d. 


r 


24* 


1 


1 2 6 


i - 


30" 


1 2 


1 3 6 


r 


36" 


1 4 


1 4 6 


i/ 


24" 


1 3 


1 5 


1/ 


30" 


1 5 


1 7 


i ' 


36" 


1 7 


1 9 J 



No. S.57. STRAIGHT FITTINGS 
No. B.I07. BALL FITTINGS 



Dia. of 










Tube 


Height 


Width 


No. S.57 


No. B.I07 








£ s. d. 


£ s. d. 


r 


18" 


30" 


2 12 6 


2 19 


r 


24" 


30" 


2 15 


3 1 


r 


30" 


36" 


2 17 6 


3 3 


ir 


18" 


30" 


3 3 


3 10 


1." 


24" 


30" 


3 7 


3 12 6 


ir 


30" 


36" 


3 110 


3 15 



No. S.58. STRAIGHT FITTINGS 

No. B.I08. BALL FITTINGS 



Dia. of 










Tube 


Height 


Width 


No. S.58 


No. B.I08 








£ s. d . 


£ s. d 


1- 


24" 


30" 


3 2 6 


3 5 


r 


24" 


36" 


3 5 


3 7 


r 


30" 


36" 


3 7 6 


3 9 


ir 


-24" 


30" 


3 12 


4 2 6 


i.;" 


24" 


36" 


3 15 


4 5 


i," 


30" 


36" 


3 18 


4 7 6 



*!^Ctt= 



^ 



No. Bl 06 




No. B.IC7 




No. B.I08 

r.i for Control Valve (Straight or Angle, Union Pattern or in Tube) E •. Unions. SEE PAGE 13 
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CHROMIUM PLATED RADIATOR TOWEL AIRERS 

MADE WITH 18 GAUGE SOLID DRAWN BRASS TUBE 
CADMIUM PLATED RADIATORS 




No. S.60. STRAIGHT FITTINGS 



Dia. of 
Tube 


Height Width 


Average 
Heating Surface 


S.60 




36" 
36" 

36" 


30- 
36" 
42" 


7.7 sq. ft. 
8.2 sq. ft. 
8.7 sq. ft. 


I s. d. 

5 15 

6 

6 5 



No. B.I 10. BALL FITTINGS 



Dia. of 
Tube 


Height 


Width 


erage 
Heating Surface 


B.I 10 


ir 


36" 30" 

36" 36" 
36" 42" 


7.7 sq. ft. 
8.2 sq. ft. 
8.7 sq. ft. 


£ s. d 
6 
6 5 
6 10 



All Hot Water Towel Airers are constructed with 18 
Gauge Solid Drawn Brass Tube. All fittings are HOT 
PRESSED, thus eliminating porous and leaking castings. 
Pressure tested to 150 lbs. sq. in. twice during manufacture. 



No, 8.110 





lo. S 61 


. STRAIGHT FITTINGS 




Dia. of 
Tube 


Height 


Width 


Average 
Heating Surface 


S.6I 




36" 
36" 
36" 


30" 
36" 
42" 


8 sq. ft. 

8.5 sq. ft. 

9 sq. ft. 


£ s d. 
6 3 
6 8 
6 12 



No. B.I 1 1, BALL FITTINGS 



Dia. of 
Tube 


Height 


Width 


Average 
Heating Surface 


B.ll 1 




36" 

36" 
36" 


30" 
36" 
42" 


' £ s. d 

sq.ft. 6 10 

8.5 sq.ft. 6 15 

9 sq. ft. 7 



Dimensions given are Centre to Centre. Floor to Centre 
of Tappings 4 ins. Towel Airers tapped £ in. unless otherwise 

ordered. 




No. Bill 



Extra for Control V^ve (Straight or Angle. Union Pattern or in Tube) Elbo* or Straifht Union-,. SEE PAGE 13 
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CHROMIUM PLATED RADIATOR TOWEL AIRERS 

MADE WITH 18 GAUGE SOLID DRAWN BRASS TUBE 



No. S.62. STRAIGHT FITTINGS 



Dia. of 
Tube 


Height Width 


Approx. 
Heating 
Surface 


S.62 


i." 


36" 30" 
36" 36" 
36" 42" 


8-5 sq. ft. 
8'0 sq. ft. 
8-25 sq. ft. 


£ s. d. 
8 

8 5 
8 10 


No. B.II2. BALL FITTINGS 


Dia. of 
Tube 


Height Width 


Approx. 
Heating 
Surface 


B.II2 


ir 
ir 
ir 


36" 30" 8*5 so. ft. 
36" 36" 80 sq. ft. 
36" 42" 8-25 sq. ft. 


£ s d. 
8 5 
8 10 
8 15 



All Hot Water Towel Airers are constructed with 1 8 
Gauge Solid Drawn Brass Tube. All fittings are HOT 
PRESSED, thus eliminating porous and leaking castings. 
Pressure tested to ISO lbs. sq. in. twice during manu- 
facture. 




No. B.I 12 




No. S.63. STRAIGHT FITTINGS 



Dia. of 
Tube 


Height 


Width 


Approx. 
Heating 
Surface 


S.63 


\ : 
\ : 
i.:" 


36" 

36" 

36" 


30" 

36" 

42" 


8-25 sq. ft. 
8-5 sq. ft. 
875 sq. ft. 


L s. d. 
8 10 

8 15 

9 



No. B.II3. BALL FITTINGS 



Dia. of 
Tube 


Height 


Width 


Approx. 
Heating 
Surface 


B.I 13 


I " 

ir 

i." 


36" 

36" 
36" 


30" 
36" 

42" 


8.25 sq. ft. 
8.5 sq. ft. 
8.75 sq. ft. 


£ s. d 
9 

9 

9 5 



Dimensions given are Centre to Centre. Floor to Centre 
of Tappings 4 ins. Towel Airers are tapped \ in. unless 
otherwise ordered. 



No. B.I 13 



Extra for Control Valve (Straight or Angle. Un.on Pattern or in Tube) Elbow or Straight Unions. SEE PAGE 13 
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CHROMIUM PLATED RADIATOR TOWEL AIRERS 

MADE FROM 18 GAUGE SOLID DRAWN BRASS TUBE 




No. 5.64. STRAIGHT FITTINGS 



Dia. of 

Tube 


Height 


Width 


Approx. 
Heating 
Surface 


S.64 




36" 
36" 

36- 


30" 
36" 

42- 


875 sq.ft. 
85 sq.ft. 
875 sq.ft. 


£ s d. 
9 5 

9 5 

9 10 





No. B.II4. BALL FITTINGS 




Dia. of 
Tube 


Height 


Width 


Approx. 
Heating 
Surface 


B.I 14 


ir 

i." 


36" 
36" 

36" 


30" ; 875 sq.ft. 

36" ! 8-5 sq.ft. 
42" 875 sq.ft. 


£ s. d. 
9 10 

9 15 

9 15 



All Hot Water Towel Airers are constructed with 18 
Gauge Solid Drawn Brass Tube. All fittings are HOT 
PRESSED, thus eliminating porous and leaking castings. 
Pressure tested to I50 lbs. sq. in. twice during m* 
facture. 



No. B.M4 



No. S.65. STRAIGHT FITTINGS 



Dia. of 

Tube 


Height 


Width 


Approx. 
Heating 
Surface 


S.65 




30" 
36" 

36" 


36" 
36" 
42" 


875 sq.ft. 
8-5 sq.ft. 
875 sq.ft. 


£ s. d. 
9 10 6 
9 12 6 
9 14 6 





No. B 


.115. BALL FITTINGS 




D.a. of 
Tube 


Height 


Width 


Appro- 

Heating 

Surface 


B 115 


ir 

i - •■ 

1 +* 

1 4 


30" 
36" 
36* 


36" 

36" 
42" 


8 25 sq.ft. 
8-5 sq.ft. 
875 sq.ft. 


£ s. d. 
10 
10 5 
10 10 



Dimensions given are Centre to Centre. Floor to Centre 
of Tappings 4 ins. Towel Airers are tapped 3 j n . unless 
otherwise ordered. 




Extra for Control Valve (Straight or Angl/?. Union Pattern or in Tube) Bent or Straight Unions, SEE PAGE I 3 



No. B. 115 
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CHROMIUM PLATED VALVES, UNIONS AND STAYS 






No. 25 

| in. Easyclean Straight Union Valve 

PRICE 10 - Each 



No. 26 
3 in. Easyclean Pattern Gate Valve 
PRICE II '- Each 



No. 27 
in. Easyclean Elbow Union Valve 
PRICE 10 Each 




No. 28 

I in. Easyclean Straight Union 
For Iron 

PRICE 4 - Each 




No. 29 
Easyclean Control Valve for Sweating-in 

Leg Tube 
I in. ... PRICE 11/- Each 




No. 30 

: in. Easyclean Elbow Union 
For Iron 

PRICE 41- Each 



\i i 



in. 



• • • it 



2 6 



» ' 



WALL STAYS FOR TOWEL AIRERS 





No. 31 

Fixed Wall Stay up to 6 in. Wall to Centre 

For I .n. Tubes ... PRICE 9;6 Per Pa.r 

For 14 m. Tubes ... ., 10 6 ., 

Please state length. 



No. 32 
Adjustable Wall Stay up to 6 ins. 
For I in. Tubes ... PRICE 10- Per Pair 
For lj in. Tubes 1 1 



■ • •• 



PAGE THIRTEEN 










.mill 
























PORTABLE TOWEL AIRERS 

MADE WITH 18 GAUGE SOLID DRAWN BRASS TUBE 



No. 256 

SINGLE TOP RAIL 

Height 30 ins. 

Width 24 ins. 

Diameter of Tubes | in. 

PRICE £2 Ea 





No. 257 

DOUBLE TOP RAIL 

Height 30 ins. 

Width 24 ins. 

Diameter of Tubes | in, 

PRICE £2 12 6 Each 



Nc. 256 









No. 257 



CAN BE SUPPLIED IN OTHER SIZES 
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PORTABLE TOWEL AIRERS 

MADE WITH 18 GAUGE SOLID DRAWN BRASS TUBE 




No. 25.8 



No. 259 

DOUBLE TOP RAIL 

Height 30 ins. 

Width 24 ins. 

I in. Square Section Tube 

PRICE £3 15 Each 



No. 258 

SINGLE TOP RAIL 

Height 30 ins. 

Width 24 ins. 

I in. Square Section Tube 

PRICE il 17 6 Each 




No. 259 



CAN BE SUPPLIED IN OTHER SIZES 
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No. 152 



LAVATORY STANDS 

CHROMIUM PLATED BRASS FOR RECTANGULAR BASINS 
22 ■ 16 ins. 25 ■ 18 ins. 27 , 19 ins. 














y 



No. 153 
| in. Square Legs 
| in. x I m. Rectangular Towel P 
PRICE £1 5 Each 

No. 154 

I in. Square Legs 

| in. ■ | in. Rectangular Towel Rail 

PRICE £1 13 Each 

Extra for Adjustable Feet to enable Carpet 
to be removed without dismantling Stand. 

4 Per Stand 

The above Stands can be fitted with one piece Top 
Frame. No extra charge. 

Nos. 153 AND 154 ARE MADE WITH ALL 

FIXED JOINTS 



No. 151 

| in. Round Legs 

I in. Round Towel Rail 

PRICE £10 Each 

No. 152 
I in. Round Legs 
£ in. Round Towel Rail 
PRICE £18 Each 

Extra for Adjustable Feet to enable Carpet 
to be removed without dismantling Stand. 

3 - Per Stand 
PACKED IN SEPARATE CARTONS 







\ 



* 









No. 154 



WE SHALL BE PLEASED TO QUOTE FOR SPECIAL SIZES 
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LAVATORY STANDS 

CHROMIUM PLATED BRASS FOR RECTANGULAR BASINS 
22 16 ins. 25-18 ins. 27 19 ins. 






No. 155 



No. 155 



JDED TOWEL RAIL 

Square Legs 

. Rectangular One piece extended Towel Rail 

One piece Top Frame 

PRICE £18 Each 

rtra for Adjustable Feet to enable Carpet 
to be removed without dismantling Stand. 

4 Per Stand 



PACKED IN SEPARATE CARTONS 





No. 156 
WITH EXTENDED TOWEL RAIL 
I in. Square Le ■: 
I I in, Rectangular One piece extended Towel Rail 

One piece Top Frame 

PRICE £1 16 Each 

Extra for Adjustable Feet to enable Carpet 
to be removed without dismantling Stand. 

4 - Per Stand 

PACKED IN SEPARATE CARTONS 



-.6 
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No. 157 



ADJUSTABLE LAVATORY STANDS 

THESE STANDS ARE ADJUSTABLE TO BASINS 22 16 ins. TO 28 20 ins. OVERALL 

NO CUTTING IS NECESSARY 




No. 1 58 

I in. Square Legs 

| in. Square Towel Rails 

PRICE £2 2 Each 

Extra for Adjustable Feet to enable Carpet 
to be removed without dismantling Stand. 

■4 Per Stand 



No. 157 

I in. Round Legs 

3 in. Round Towel Rail 

PRICE £1 14 Each 

Extra for Adjustable Feet to enable Carpet 
to be removed without dismantling Stand. 

4 - Per Stand 



PACKED IN SEPARATE CARTONS 




8 



PACKED IN SEPARATE CARTONS 



No. 158 
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LAVATORY STANDS 

CHROMIUM PLATED BRASS FOR RECTANGULAR BASINS 
22 x 16 ins. 25-18 ins. 27 ;■. 19 ins. 



No. 159 

| in. Round Legs 

| in. Round Towel Rails 

One-Piece Top Frame 

PRICE £12 Each 

No. t60 

I in. Round Legs 

n. Round Towel Rails 

One-Piece Top Frame 

PRICF £1 10 Each 

Extra for Adjustable Feet to enable Carpet 
to be removed without dismantling Stand. 

3 - Per Stand 

NO. IS9 & 160 ARE MADE WITH ALL FIXED JOINTS 




No. 159 




No. 161 

WITH EXTENDED TOWEL RAIL 

I in. Round Legs 

| in. Round Extended Towel Rail 

One-Piece Top Frame 

PRICE £1 10 Each 

Extra for Adjustable Feet to enable Carpet 
to be removed without dismantling Stand. 

3 - Per Stand 



i 



No. 161 



PACKED IN SEPARATE CARTONS 






ALL IRONS AND TOP FRAMES ARE ZINC-PLATED THEREBY MAKING THEM COMPLETELY RUSTPROOF 
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LAVATORY FRAMES and BRACKETS 

CHROMIUM PLATED BRASS TO SUIT RECTANGULAR BASINS. 22 x 16 ins.. 25 x 18 ins.. 27 x 19 ins 



No. 1 62. 




No. 1 64. 

3 m. Square Bracke* in. Square Towel P 

PRICE £2 9 Each 

No. I65. 

I in. Square Brackets. J in. Square Towel Rail 

PRICF £2 17 6 Each 



No. 162. 

i in. Round Brackets. '* in. Towel Rail 

PRICE £1 12 Each 

No. 163. 

I in. Round Brackets, j in. Towel Rail 

PPICE £2 Each 



No. 165 





No. 166. 



No. 168. 
2 in. Square Brackets. I in. Square Extended Towel Rai 

PRICE £2 14 Each 

No. 169. 
I in. Square Brackets. Square Extended Towel Rail 

PRICE £3 3 Each 



No. 166. 

£ m. Round Brackets. § in. Extended Towel Rail 

PRICE £l 16 Each 

No. 167. 
I in. Round Brackets. J in. Extended Towel Rail 
PRICE £2 4 Each 




No. 169 



PACKED IN SEPARATE CARTON SPECIAL SIZLS QUOTED FOR 



PACE T'.vi NTr 
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BATHROOM WEIGHING MACHINES 




HARD 

WHITE ENAMEL 
FINISH 




No. 800 

Overall Measurement 

10 ins. Wide • 14 ins. Loi 

Hetgnt to Platform 6 in 

6 in. Glass Covered Dial giving Stones 
and Pounds. 

PRICE £3 10 Each 



No. 801 

Overall Measurement 

9\ ins. Wide X I l| ins. Long 

Height to Platform 4J ins. 

Rotar/ Dial, giving Stones, Half Stones 
and Pounds. 

PRICE £2 Each 





No. 802 

Overall Measurement 9] ins. Wide,- M ins. Long 

Height to Platform 6 ins. 

6 in. Glass Covered Dial giving Stones 
Half Stones and Pounds. 

PRICE £2 15 Ea 



No. 303 

Overall Measurement 9^- ins. Deep x 12 ins. Wide 

Height to Platform 8 ins. 

Angle Mirror, gives easy to read reflection 
of Dial when in use. 6 in. Dial gives 
Stones. Half Stones and Pounds. 

PRICE £3 10 Each 
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CONCEALED TYPE SHOWER AND BATH SUPPLY FITTINGS 



No. 501. 




No. 502. 

BATH SUPPLY FITTINGS 

Octagon Pattern, Chromium Plated 

Consisting of — 

I Pair Bridged | in. J.C.S.W.R. Concealed Type 
Valves, with exposed nozzle. 

PRICE £10 12 6 Complete 



No. 501. 



SHOWER FITTINGS 



Hexagon Pattern. Chromium Plated 



Consisting of— 

I Pair Bridged A in. J.C.S.W.R. Concealed Type 
Valves. Shower Arm with 4 in. Adjustable Rose, 
h control for spray volume. Rose is fitted with 
removable face for cleaning purposes. Screwed for 
J in. connection. 



PRICE £10 7 6 Complete 



No. 502. 



<0K 







VALVES CAN BE STAMPED M.W.B. 2/6 EXTRA 
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CONCEALED TYPE SHOWER AND BATH SUPPLY FITTINGS 



No. 503 




No. 504 

BATH SUPPLY FITTINGS 
Pound Pattern. Chromium Plated 

• 

Consisting of — 
I Pair % m. J.C.S.W.R. Concealed Type Valves, with 

exposed nozzle 



No. 503 



SHOWER FITTINGS 



Round Pattern, Chromium Plated 



Consisting of — 

I Pair Bridged ^ in. J.C.S.W.R. Concealed Type 
Valves. Shower Arm with 4 in. adjustable Rose, with 
control for spray volume. Rose is fitted with a 
removable face for cleaning purposes. Screwed for 
£ in. connection. 



PRICE £7 5 6 Complete 



No. 504 




PRICE £6 19 6 Complete 



VALVES CAN BE STAMPED M.W.B. 2/6 EXTRA 
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CONCEALED TYPE SHOWER AND BATH SUPPLY FITTINGS 



No. 505 




No. 506 

BATH SUPPLY OR LAVATORY BASIN FITTINGS 
Hexagon Pattern. Chromium Plated 

Consisting of — 
I Pair of Bridged J.C.S.W.R. Concealed Type Valves. 

with exposed nozzle. 



PRICE 



With ; in. Val. 
Withi in. Valves 



£9 7 6 Complete 
£10 2 6 



No. 505 



SHOWER FITTINGS 



Round P m Plated 



Consisting of — 

I Pair of Bridged J.C.S.W.R. Concealed Type Valves, 
Shower Arm with 7 in. Rose screwed for ^ in. 
connection. 



PRICE 



n. Va 
ih 3 in. Valves 








VALVES CAN BE STAMPED M -.. 2/6 EXTRA 
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£5 7 6 Complete 
£5 17 6 
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CONCEALED TYPE BATH SUPPLY FITTINGS 



No 507. 

OCTAGON PATTERN 
Chromium Plated 

Consisting of — 
I Pair Bridged J.C.S.W.R. Concealed Type Valve: 

I in. Steamless Inlet Nozzle. 

m. Combined Waste with Overflow, 
n, P. Trap. 

PRICE £17 2 6 Complete 




No. 507. 






No. 508. 

ROUND PATTERN 
Chromium Plated 

Consisting of— 
I Pair Bridged j in. J.C.S.W.R. Concealed Type Valves. 
I m. Steamless Inlet. 

in, Overflow. 
I_, in. " P" Trapped Waste. 
Vulcanite Plug and Oval Link Chain. 

PRICE £13 13 Complete 



No. 508 



VALVES CAN BE STAMPED M.W.B. 2 6 EXTRA 
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COMBINED BATH SUPPLY and SHOWER FITTING 



MADE TO SUIT 



TOP ROLL OF BATH 



INSIDE OF BATH 



OR 



FOR WALL FIXING 



UNLESS 



OTHERWISE ORDERED 



FITTINGS TO SUIT 



TOP ROLL OF BATH 



WILL BE SENT 



MADE AND STAMPED TO J.C.S.W.R. SPECIFICATION 
ADJUSTABLE CENTRES, 5 ins. TO 10 ins. 





NO NEEDLESS JOINTS 



I in. ONE-PIECE RISER TUBE 



8 m. SHOWER ROSE 



ADJUSTABLE WALL STAY 



VALVES 



N BE SUPPLIED 



STAMPED M.W.B. 



PER SET EXTRA 



£ s. d. 

No. 509. AS ILLUSTRATED PRICE 4 17 EACH 

No. 510. As above but fitted with Curtain Ring 5 19 6 

If supplied with No. 555 White Rubber Curtain 6 ft. x 6 ft.. No. 542 

Chromium Plated Curtain Hooks with No. 543 vVall Hoolv and Cham ,. 7 8 6.. 

No. 511. As No. 509. but supplied with No. 538 straight Curtain Rod ., 5 12 

If fitted with No. 5SS White Rubber Curtain 5 ft. 6 ins. • 3 ft.6 ins. 
No. 542 Chromium Plated Curtain Hooks, with No. 543 Wall 
Hook and Chain .... 656 
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COMBINED BATH SUPPLY and SHOWER FITTING 



MADE AND STAMPED TO J.C.S.W.R. SPECIFICATION 
ADJUSTABLE CENTRES. 5 ins. TO 10 ins. 



MADE TO SUIT 



TOP ROLL OF BATH 



INSIDE OF BATH 



OP 



FOR WALL FIXING 



UNLESS 



OTHERWISE ORDERED 



FITTINGS TO SUIT 



TOP ROLL OF BATH 



WILL BE SENT 





NO NEEDLESS JOINTS 



I m. ONE-PIECE RISER TUBE 



8 in, SHOWER ROSE 



ADJUSTABLE WALL STAY 



VALVES 



CAN BE SUPPLIED 



STAMPED M.W.B. 



2 6 PER SET EXTRA 



£ s. d. 
No. 513 as illustrated PRICE COMPLETE 5 19 6 



If fitted with No. 555 White Rubber Curtain 6 ft. ■ 6 ft.. No, 542 Chromium 
Plated Curtain Hooks, with No. 543 Wall Hook and Chain 



No. 514. As No. 513, but without Curtain Ring 

No. 515. As No. 513 but fitted with No. 538 Straight Curtain Rail 

If fitted with No. 555 White Rubber Curtain 5 ft. 6 ins. x 3 ft. 6 ins,, No. 542 
Chromium Plated Curtain Hooks, with No. 543 Wall Hook and Cham 



• < 



• ■ 



I 



7 8 6 

4 17 

5 12 

6 5 6 
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CHROMIUM PLATED SHOWER FITTINGS 

ALL VALVES TO J.C.S.W.R. SPECIFICATION 



A 




No. 516 



No. 516 With Bent Unions 

No. 51 7 With \ in. Straight Unions 
for Lead. 

PRICE £3 9 Complete 



FOR PRICES OF 



RUBBER 



AND OILED SILK CUKTAINS 
SEE PAGE 36 



DIAMETER RISER TUBE. 6 in. DIAMETER ROSE 

VALVES CAN BE SUPPLIED STAMPED M.W.B. 
2 6 PER SET EXTRA 





No. 519 



No. 518 With Bent Unions 

No 519 With \ m. Straight Unions for 

Lead. 

PRICE £4 11 Complete 



fitted with No. 555 White Rubber 
Curtain 5 ft. 6 ins. > 3 ft. 6 ins., No. 542 

Chromium Plated Curtain Hooks, with 
No. 543 Wall Hook and Cham. 

PRICE £6 2 Complete 

Curtain size should read 
6ft. x 6ft. 




No. 521 



No. 520 With Bent Unions 

No. 521 With ; jn. Straight Unions for 

Lead. 

PRICE £4 4 Complete 



If with No. 555 White Rubber Curtain 
6 ft. < 6 ft.. No. 542 Chromium Plated 
Curtain Hooks, with No. 543 Wall Hook 
and Chain. 

PRICE £5 3 6 Complete 

Cunain size should read 
5ft. 6ins. x 3ft. 6ms. 
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CHROMIUM PLATED SHAMPOO FITTINGS 




No. 526 






7 



No. 527 



No. 526 

With Copper Backpipes and 
Brass Unions 

Clean Pattern 
Valves toJ.C.S.W.R. 
Specification. 

PRICE £2 4 Each 



VALVES 

STAMPFD M.W.B. 
2 6 EXTRA 




No. 527 

With Copper Backpipes and 
Brass Unions 

in. Easy Clean Pattern 
Valves toJ.C.S.W.R. 
Specification. 

PRICE £2 12 Each 



VALVES 

STAMPED M.W.B. 

2 6 EXTRA. 



No. 528 

%- in. Easy Clean Valves toJ.C.S.W.R. Specification 

PRICE £2 15 Eacn 
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BATH MIXER FITTINGS 

CHROMIUM PLATED THROUGHOUT 




VALVES CAN 



BE STAMPED 



M.W.B. 



2 6 EXTRA 




No. 522. 
Adjustable Centres for Inside of Bath 
| in. Valves to J.C.S.W.R. Specification 
PRICE £2 5 Each 



No. 521. A 
Adjustable Centres for Roll of Bath 
I in. Valves to J.C.S.W.R. Specification 
PRICE £2 5 Each 




No. 523 

SWIVEL SINK FITTING 

7 in. Centres. 4 in. Swivelling Nozzle 

J in. M.O.H. Valves 

Chromium Plated. PRICE £2 10 Each 




BATH PANEL ANGLE STRIPS 

No. 524. 

Chromium Plated 

I in. I in. ;•: 18 W.G. 24 in. and under 

PRICE 4 6 Each 

SPECIAL QUOTATIONS FOR OTHER LENGTHS AND 

QUANTITIES 
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COMBINED BATH SUPPLY AND SHAMPOO FITTINGS 






MADE AND STAMPED TO J.C.S.W.R. SPECIFIC *TION 



No. 529 



ROUND PATTERN 



One Piece Body. No needless Joints 
Adjustable Centres 5 in, to 10 in. 



MOULDED BAKELITE HANDLES 



Chromium Plated Flexible Brass Shampoo Tube 



PRICE COMPLETE £3 15 





.,,-*■«»«*# 



No. 530 



CUBIST PATTERN 



No. 529 



One Piece Body. No needless Joints 
Adjustable Centres 5 in. to 10 in. 
Chromium Plated Flexible Brass Shampoo Tube 



PRICE COMPLETE £5 



No. 530 



STAMPED M.W.B. 2,6 EXTRA 
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SHOWER ARMS 





CHROMIUM PLATED 

No. 531. 18 in. Projection. 6 in, Rose 
m. Straight Lining, £ in. Tube 

PRICE £1 fO Each 

No. 532. 18 in. Projection, 6 m. Rose 
in. Straight Lining, I m Tube 

PRICE £1 16 Each 



CHROMIUM PLATED 

No. 533. 18 in, Projection. 6 m. Rose 
in. Bent Lining, J in. Tube 

PRICE £13 6 Each 

No 18 in. Projection, 8 in. Rose 

in. Bent Lining, I m. Tube 

PRICE £1 10 6 Each 



SHOWER CURTAIN RINGS 

SUITABLE FOR CONCEALED AND EXPOSED SHOWERS 





No. 535. 
CHROMIUM PLATED 
For use with Ceiling Type 
PRICE £18 Each 




No. 536. 

CHROMIUM PLATED 

Tapped j in. to suit Riser 

Tube and Shower Arm 

PRICE £1 12 Each 



No. 537. 

CHROMIUM PLATED 

Tapped 4 in. to take Shower Arm 

PRICE £2110 Each 

Without Shower Arm 
PRICE £112 Each 

PRICES DO NOT INCLUDE FIXING SCREWS SEE PAGE 42 

CHROMIUM PLATED SHOWER ROSES 




No. 559. SHOWER ROSE 
Chromium Plated 

6 in. Diameter, Screwec , Iron 

PRICE 7 - Each 

8 in. Diameter, Screwed j m. Iron 
PRICE 9 6 Each 



No. 560. SHOWER ROSE 

Chromium Plated 

6 in. Diameter, Screwed g in. Iron 
PRICE 9 - Each 

8 in. Diameter. Screwed | in. Iron 
PRICP II 6 
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CURTAIN RAILS, HOOKS AND CHAINS 





No. 538 
SHOWER CURTAIN RAIL 

For use with Square Topped Baths. 
Length 30 ins. Diameter of Tube I in. 

Chromium Plated PRICE 15- Each 



No. 539 
RECESS CURTAIN RAIL 
Chromium Plated Brass Tube. Loose End Brackets. 

SIZE PRICE SIZE PRICE 

3 ft. • I m. Dia. 9/- 5ft. 6 ins. x I in. Dia. 17 

4 ft. X I in. Dia. II 6 ft. ■ I in. Dia. 18 

5 ft. • I in. D 15 6 6 ft. 6 ins. .-. I in. Dia. 19 6 





No. 540 

" U HAPED CURTAIN RAIL 
Chromium Plated Brass Tube. 



Size 



|" Dia. 



SPRING CURTAIN 
HOOKS 




Dia. 





£ s d. 


£ s. d. 


3' x 2' 4- Deep 


1 19 


2 5 


4' x 2' 4" 


2 3 


2 110 


5' x 2' 


2 9 


2 17 




No. 541 

ANGLE CURTAIN RAIL 

Chromium Plated Brass Tube. 



Size 




f Dia. 

£ s. d. 

1 10 

1 14 

2 


1- Dia. 


4' • 2'4' 
5' - 2' 4" 
6* x 2' 4* 


Deep 

> • 
• • 


£ s. d. 

1 15 

2 3 
2 9 



CURTAIN CHAIN & WALL HOOK 

No. 543 
Chromium Plated 2.6 Each 



CURTAIN HOLD BACK 




No. 542 
Chromium Plated 4/- Per dozen 



No. 544 
Chromium Plated 4/6 Each 



PRICES DO NOT INCLUDE FIXING SCREWS SEE PAGE 42 
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HINGED SHOWER SCREENS 

ALL METAL WORK CHROMIUM PLATED 
SUITABLE FOR STANDARD PATTERN SQUARE TOP BATHS 



No. 545 
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No. 545 FOLDING SCREEN. 4 ft. 6 ins. 2 ft. 6 h 
INTERCHANGEABLE FOR LEFT OR RIGHT HAND FIXING 

Made from heavy Brass Section. Invisible Reinforced 
Corners. Rubber Squeegee on Wall and Bath edges. 
Central Hinge Splashshield where sections join. 
Hinged on Wall, Fitted with j in. Crystal Glas 

PRICE £10 15 Each 

NO HOLES TO DRILL IN BATH 



No. 546 SINGLE SWING SCREEN. 4 ft. 6 ins. x 2 ft. 3 ins. 

INTERCHANGEABLE LEFT OR RIGHT HAND FIXING 

Made from heavy Brass Section. Invisible Reinforced 
Corners. Rubber Squeegee on Wall and Bath edges. 
Hinged on Wall. Fitted with j in. Crystal Glass. 

PRICE £6 Each 



NO HOLES TO DRILL IN BATH 




No. 546 



SPECIAL QUOTATIONS GIVEN FOR OTHER KINDS OF GLASS 



PAGC THIi'.Ty-roUR 
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SHOWER SCREENS 



ALL METAL WORK CHROMIUM PLATED 



No. 547 



No. 547 SINGLE FIXED TYPE 
INTERCHANGEABLE LEFT OR RIGHT HAND FIXING 



SIZE 4 ft. 6 ins. -. 2 ft. 6 ins. 

ins. Front Standard, ! in. Cross Stays to side and 
Back Wall. Glass housed in stout channel. Heavy 
Cast Wall Plates. Fitted with 4 in. Crystal Glass, 

PRICE £7 Each 

Bath requires to be drilled with -t in. diameter hole 
2 ft. 5 ins. from end of Bath for Fixing Bolt. 






No. 548 HINGED TYPE TO SUIT DROP ROLL 

INTERCHANGEABLE LEFT OR RIGHT HAND FIXING 

SIZE 4 ft. 6 in. x 2ft. 3 in. 

Made from Heavy Brass Section, Invisible Reinforced 
Corners Rubber Squeegee on Wall and Bath edges. 
Hinged on Wall. Fitted with i in. Crystal Glass. 

PRICE £8 10 Each 
NO HOLES TO DRILL IN BATH 



No. 548 



WE SHALL BE PLEASED TO SUBMIT DESIGNS AND QUOTATIONS FOR 
ALL TYPES OF SCREENS, SHOWER CABINETS, CABINET DOORS. ETC., ETC. 
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SHOWER CURTAINS 



PRICES FOR 



SPECIAL SIZES 



AND 



COLOURS 
ON REQUEST 



FOR PRICES 

OF 

CHROMIUM PLATED 

CURTAIN HOOKS 



SEE PAGE 33 




CHROMIUM 

PLATED 

BRASS 

EYELETS 



CHROMIUM PLATED 

ML HOOK & CHAIN 

AND 

CURTAIN HOLD-BACK 

ILLUSTRATED ON 

PAGE 33 



STANDARD PRICES AND SIZES 



No. 


Description 5' 6' > 3' 0" 


5' 6* X 3' 6' 5 


' 6" x 4' 6' 


6' 0" x 6' 0' 




7 Eyelets 


8 Eyelets 


10 Eyelets 


12 Eyelets 


549 


Blue Oilsilk 


19 6 




1 8 


2 6 


550 


Green Oilsilk 




* * 


19 6 


— 


1 8 


2 6 


551 


Gold Oilsilk 




■ • 


1 2 


— 


1 II 


2 12 


552 


Nat. Oilsilk 






19 6 


— 


1 8 


2 6 


553 


Red Oilsilk 






19 6 




1 8 


2 6 


554 


Silver Oilsilk 




■ • 


1 2 




1 II 


2 12 


555 


White Rubber 




• • 





16 6 


1 


1 3 6 


556 


Black Rubber 




• ■ 


— 


18 6 


1 3 


1 7 6 


557 


Blue Rubber 




* • 





18 6 


1 3 


1 7 6 


558 


Green Rubber 






— 


18 6 


1 3 


1 7 6 
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G.O.C. TOILET SEATS 



The G.O.C. TOILET SEAT is the very acme of perfection and the 
most outstanding production of its kind. Made of specially selected 
seasoned Empire timber under the Delaney Patents, incorporating 
the hidden steel screw, they are practically unbreakable. The 
perfect finish is achieved by SHEET-KOTE, the highest grade of 
sheet celluloid, providing a delightful range of plain colours and 
pearl effects. The Chromium Plated Hinge Fittings are adjustable 
to all English Pottery, and the replacement of an existing seat with 
a G.O.C. model can be carried out by anyone in a few minutes. 




t* 



f 



*= 



HIDDEN STEEL SCREW CONSTRUCTION 



Two solid blocks of wood 
are drilled as indicated 
with hole. 




Then two J" screws 8* 

iong with right and left 
threads are inserted in 
these holes and placed 
in a hydraulic press. 



8,200 lbs Hydraulic Pressure 







Two blocks have now been 
brought together under 
tremendouspressure — trie 
steel screws have actually 
been screwed into place 
by means of the left and 
right threads. 



When the seat is finished 
there are no plugs or 
fillings to mar the ap- 
pearance. 



SOME OF THE SALIENT FEATURES OF 
G.O.C. TOILET SEATS 



2. 

3. 
4. 
5. 
6. 
7. 



Sanitary and Hygienic. 

Impervious to the action of acid. 

Unaffected by steam or moisture. 

Retain colour and lustre indefinitely. 

Easy to clean. 

The covering will not crack or flake off. 

Will not twist or warp. 



FULLY GUARANTEED FOR FIVE YEARS 
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G.O.C. SHEET-COVERED TOILET SEATS 



PLAIN COLOURS OR MOTHER-O'-PEARL 






RING PATTERN 








No. 1000. 


SmgJe, White 


£1 


II 


I 


No. 1001. 


Single. Black 


1 


13 


o 


No. 1002. 


Double. White 


1 


17 


6 .. 


No. 1003. 


Double, Blao 

PLAIN COLOURS 


2 





., 


No. 1004, 


Double, Orchia 


2 





Each 


No. 1005. 


Double. Ivory 


2 





., 


No 1006. 


Double. Rose du Barrv 


2 





.. 


No. 1007. 


Double, Beige . . 


2 








No. 1008. 


Double, Green 


2 








No. 1009. 


Double, Blue . . 


2 





.. 



FITTED WITH ADJUSTABLE 
CHROMIUM PLATED HINGES 



OPEN FRONT 



PATTERN 



■ i 



' • 



IN PLAIN BLACK OR WHITE ONLY 

No. 1020 Single, White .. a 16 6 Each 

No. 1021. Single. Black 118 6 

No 1022. Double. White . . 2 2 6 

No 1023. Double, Black . . . . 2 5 

FITTED WITH ADJUSTABLE 
CHROMIUM PLATED HINGES 




FULLY GUARANTEED FOR FIVE YEARS 
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G.O.C. SHEET-COVERED TOILET SEATS 

PLAIN COLOURS OR MOTHER-O'-PEARL 



DOUBLE RING PATTERN 



IN 



MOTHER-O'-PEARL COLOURS 



No. 1040. 


Orchid . . 


a 16 


6 Each 


No. 1041. 


Primrose 


2 16 


6 .. 


No 1042. 


Rose du Barry 


2 16 


6 .. 


No. 1043. 


Mauve 


2 16 


6 .. 


No. 1044. 


Green 


2 16 


6 


No. I04S. 


Blue 


2 16 


6 . 


No. 1046. 


Bid 


2 16 


6 



FITTED WITH ADJUSTABLL 
CHROMIUM PLATED HINGES 





BACK EXTENSION 
PATTERN 



IN PLAIN BLACK OR WHITE ONLY 



No. 1060. Single, White £111 Each 
No. 1061. Single, Black 113 .. 



No. 1062. Double. White I 17 6 .. 



No. 1063. Double. Black 2 

FITTED WITH ADJUSTABLE 
CHROMIUM PLATED HINGES 









FULLY GUARANTEED FOR FIVE YEARS 
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G.O.C. SHEET-COVERED TOILET SEATS 



PLAIN COLOURS 






No. 1004 ORCHID 



No IO0S. IVORY 



No. 1006. ROSE DU BARRY 






No. 1007. BEIGE 



No. 1008. GREEN 



No. 1009. BLUE 



MOTHER-O'-PEARL COLOURS 






No. 1040. ORCHID 



No. 1041 PRIMROSE 



No. 1042 ROSE DU BARRY 












No. 1043. MAUVE 



No. 1044. GREFN 



No. 1045. BLUE 
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LAVATORY AND BATH CHAINS 

CHROMIUM PLATED 



BATH CHAINS 

No. 369. 18 in. Ball Chain, Heavy Pattern 8 6 Per Dozen 

No. 370. 20 in. Ball Chain, Heavy Pattern 9 6 

No. 371. 24 in. Ball Chain. Heavy Pattern I I 



■ i • i 



• • . . 



No. 372. 18 in. Ball Chain. Light Pattern 8 - Per Dozen 
No. 373. 20 in. Ball Chain. Light Pattern 9 - 
No. 374. 24 in. Ball Chain, Light Pattern 10 6 



• • 



■ < * • 



No. 375. 


18 in. Oval Link ... 




... 66 


Per Dozen 


No. 376. 


20 in. Oval Link ... 




... 7 4 


• • •• 


No. 377. 


24 in. O'/al I 




... 8 8 





LAVATORY CHAINS 
10 in. Chain, I {- in. S 

No. 378. Ball Cham. t Pattern 

No. 379. Ball Cham, Heavy Pattern 
No. 380 C 



8 6 Per Dozen 

9 _ 

71- „ 





HEAVY CORK BATH MATS 



No. 384. 



SIZE 

21x16 fin. 

24 X 20 :•• £ in. 

24 • 20 • I in, 

30 x 20 ■ I m. ... 



PRICE 

5 - Each 

6 6 .. 

8- .. 
II - 



• < 



Size of Mats ma up to i in. either way. 






PAGE FORTY-ONE 



* I . 



HI 



■I 




Hi, llll"' 'till, 





















BEVELLED GLASS FINGER PLATES 







No. 360 
in. x 3 in. 26 each 



No. 361 
1 1 in. x 3 in, 2 6 each 



No. 362 
I I in. x 3 in. 2/6 each 



No. 363 
I I in. x 3 in. 2 6 each 



CHROMIUM PLATED BRASS SCREWS 








VSk 



i 





-f 



No. 364 

Raised Head 

I in.x 6 Gauge 1 1 - gross 

liin.x 6 .. 12 6 „ 

4 in.X 8 ., 13 6 „ 

lj in.x 8 ., 15 - ,, 

4 in.x 10 „ 16 6 „ 



N0.J6S 

Round Head 

I in.x 6Gauge 10 6gross 
li in.x 6 ,. 116 
H in.x 8 ,, 12 6 
li in.x 10 ., 13 6 
li in.x 8 ,. 14- 
IJ in.x 10 ,. 15 - 



* * 



' • 



• • 



No. 366 

Countersunk 

I in.x 6 Gauge 10- gross 
\i in.x 6 II - 



li in.x 8 

l£ in.x 10 

-i.x 8 

n.x 10 



11 8 

12 6 

13 ■ 
13 6 



No. 367 

Conical Detachable Head 

I m.x 8 Gauge 38 - gross 
in.x 8 .. 39- 
\xl0 ,, 40- 
I* in.x 10 ,, 41/- 






»• 



CHROMIUM PLATED WASHERS 7/- PER GROSS 
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BATHROOM TABLES 

CHROMIUM PLATED BRASS RAILS. OPAL GLASS TOPS AND SHELVES 




No. 701 

Black Opal Glass Top and Undershelf 
Chromium Plated Corner Pieces 

Sue of Top 22 x 16 ins. 



Height 28 ins. 



PRICE £4 2 6 Each 



If without Undershelf Price £3 12 6 Each 



No. 701 



No. 702 

Black Opal Glass Top and Undershelf 
Chromium Plated Corner Pieces 

Size of Top 22 • 16 ins. 

Height 28 ins. 

PRICE £4 12 6 Each 
If without Undershelf Price £4 2 6 Each 




GREEN OPAL GLASS CAN BE SUPPLIED AT THE SAME PRICE 



No. 702 
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BATHROOM STOOLS with CHROMIUM PLATED FRAMES 



CORK AND WOOD SEATS 



No. 706 



Nc. 706 



WITH SOLID BRASS FRAME 
Diameter of seat 14 ins. 
Height 15^ ins. 
PRICE £1110 Each 








No. 707 



No. 708 

WITH SQUARE SECTION FRAME 

Size of seat 18 12, ins. 

Height 15$ ins. 

PRICE £2 19 Each 




No. 707 
WITH LOW BACK REST 
Size of seat 14], • 13], ins. 
Height to seat 16 ins. 
PRICE £5 Each 




FOR PRICES OF WOODEN STOOLS SEE PAGES 46 AND 47 



No. 708 
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BATHROOM STOOLS with CHROMIUM PLATED FRAMES 



No. 703 



CORK AND WOOD SEATS 




No. 704 

WITH LOW BACK REST 

Diameter of seat 14 ins. 

Height to seat 16 ins. 

PRICE £4 Each 




No. 703 
WITH SOLID BRASS FRAME 
Size of seat I6± ;■: I I J ins. 
Height I5£ ins. 
PRICE £1 16 Each 




No. 705 



No. 705 



ROUND SECTION FRAME 



|* Diameter 
Size of seat 18 • I2£ ins. 
Height I5J- ins. 



PRICE £2 7 6 Each 



No. 704 



FOR PRICES OF WOODEN STOOLS SEE PAGES 46 AND 47 
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CELLULOSE ENAMELLED WOOD BATHROOM FURNITURE 



No. 711 

BATHROOM STOOL 

With Heavy Cork Seat 

Height 18 ins. 
Seat 14 ■ 14 ins. 



PRICE 16 6 Each 




No. 712 



No. 713 
BATHROOM STOOL 
With Heavy Cork Seat 

Height 18 ins. 
Seat 1 21 x 1 2£ ins. 

PRICE 9/6 Each 



No. 711 




No. 712 
BATHROOM TABLE 

With Polished Edge Plate Glass Top and Chromium 
Plated Corner Pieces. Fitted with Drawer 

Height 30 ins. 
Top 18 < 18 ins. 

PRICE £2 2 Each 




No. 713 



COLOURS TEN PER CENT EXTRA 
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CELLULOSE ENAMELLED WOOD BATHROOM FURNITURE 





No. 714 

LINEN CHEST 

th Hinged Ltd and Hea... 
Cork Seat 

Height 18 ins. 
Top 14 14 ins. 

PRICE £15 Each 



COLOURS 
TEN PER CENT. EXTRA 




No. 715 

LINEN CHEST 

With Hinged Lid and Heavy 
Cork Seat 

Height 19 ins. 
Top 13 13 ins, 

PRICE £10 Each 



No. 716 

LINEN CUPBOARD 

With Drawer and Heavy 
Cork Seat 

Height 18 ins. 
Top Hi ■ 14^ ins. 

PRICE £1 15 Each 



No. 716 



FOR CHROMIUM PLATED BATHROOM STOOLS, SEE PAGES 44 and 45 
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CELLULOSE ENAMELLED WOOD BATHROOM FURNITURE 



C 




No. 709 



No. 710 
TOILET TABLE WITH DOUBLE DOORS 

Polished Edge Plate Glass Top, 
Chromium Plated Corner Pieces 

Height 30 ms. 
Width 18 ins. 
Depth 18 ms. 

Fitted with Commodious Drawer and Interior 

Shelf 

PRICE £4 4 6 Each 



No. 709 

TOILET TABLE 

Polished Edge Plate Glass Top. 
Chromium Plated Corner Pieces 

Height 30 ips. 
Width iS.ns. 
Depth 15 ins. 

•ed with Commodious Drawer a 
Interior Shelf 

PRICE £2 7 6 Each 




COLOURS TEN PER CENT. EXTRA 



No. 710 
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CELLULOSE ENAMELLED WOOD BATHROOM FURNITURE 



No. 717 



COMBINED BATHROOM SEAT AND LINEN BIN 



Height 18 irs. 

Size of Top 16 I 3 ins. 

Fitt-: th Heavy Cork Seat 



PRICE £\ 10 lach 





No. 717 



No. 718 

CORNER PATTERN COMBINED BATHROOM SEAT 

AND LINEN BIN 



Height 18 ins. 

Size of Top 14 > M ins. 

Fitted with Heavy Cork Seat 



PRICE £15 Each 



No. 718 



COLOURS TCN PER CENT. EXTRA 
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CELLULOSE ENAMELLED WOOD BATHROOM FURNITURE 




No. 719 
MEDICINE OR SHAVING CABINET 

Divided into 2 compartments with 10 x 10 in. 
Frameless Mirror with Chromium Plated 
Corner pieces fitted to back of right hand 
door. Left hand compartment is fitted with 
Crystal Glass Shelf. Additional accommodation 
is provided by lower compartment with 
hinged flap, 

Width 23; ins. 
Height 18 ins. 
Depth 6 ins. 

PRICE a 5 Each 



No. 719 



I 
I 

l 

■ 



No. 720 
REFLEX MIRROR CABINET 

Fitted with Triple 12 8 m. Bevelled Edge 
Damp-proof Mirrors and Interior Crystal Glass 
Shelf. Doors are fitted with concealed Chro- 
mium Plated Hinges. 

Width 24 ins. 
Height 12 ins. 
Depth 6j ins. 

PRICE £3 Each 




No. 720 



COLOURS TEN PER CENT. EXTRA 
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CELLULOSE ENAMELLED WOOD BATHROOM CABINETS 



No. 730 
BATHROOM CABINET 

Fated with Crystal Glass Shelf with 
adjustable Chromium Plated Brackets. 
13 v 10 ins Interior Frameless Door 
Mirror with Chromium Plated Corner 
Pieces. 

Height 16 ins. 



Width 


13$ ins. 


Depth 


6 ins. 


PRICE £1 


16 Each 




No. 730 




No. 731 

MEDICINE CHEST AND CABINET 

Fitted with 10 ■ 8 in. Bevelled Edge Damp-proof 
Mirror and Interior Crystal Glass Shelf with Adjustable 
Chromium Plated Brackets. Additional accommoda- 
tion is provided by the Hinged Flap section. 

Height 21 ins. 
Width 14$ ins. 
Depth 1\ ins. 

PRICE £1 12 Each 



No. 73 1 



COLOURS TEN PER CENT. EXTRA 
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CELLULOSE ENAMELLED WOOD BATHROOM CABINETS 




COLOURS 

TEN PER CENT. 

EXTRA 







No. 727 



No.728 



No. 727 

BATHROOM CABINET 

Fitted with 12 >: 8 in. Bevelled Edge 
Damp-proof Mirror, with Interior Crystal 
Glass Shelf and adjustable Chromium 
Plated Brackets. 

OVERALL SIZE 15 • || x 5^ ins. 
PRICE £17 6 Each 




No. 728 

BATHROOM CABINET 

ted with Bevelled Edge Damp-proof 
All Mirror Door, with Interior C 
Glass Shelf and Adjustable 
Plated Brackets Htted with Tooth 
Brush Holder on back of doc 

OVERALL SIZE 14 < 12 

PRICE L\ 16 6 Ea: 



No. 729 

BATHROOM CABINET 

Fitted with 10 .-. 7 in. Bevelled Edge Damp-proof Mirror with Interior 

Wood Shelf 

OVERALL SIZE, 13 x 10 x 5 ins. 
PRICC 14- Ft 
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CELLULOSE ENAMELLED WOOD BATHROOM CABINETS 




COLOURS 

TEN PER CENT 

EXTRA 




No. 725 



No. 724 



No. 724 



CORNER CABINET 



Fitted with Bevelled Edge Damp-proof 
All Mirror Door and interior Crystal 
Glass Shelf. Chromium Plated Tooth- 
brush Rack is fitted on back of door. 



14 x 13 x 8 ins. .. 



PRICE 
£1 15 Each 




No. 725 

CORNER CABINET 

Fitted with 10x7 in. Oval Damp-proof 
Mirror and Interior Wood Shelf. 



Height 

Width 

Depth 



5£ ins. 
3£ ins. 
8 ins. 



PRICE 18- Each 



No. 726 
CORNER CABINET 

Fitted with Bevelled Edge Damp-proof Mirror and Interior Crystal 

Glass Shelf. 
OVERALL SIZE MIRROR price 

\3i x 8 ins. 12 • 8 ins £1 18 Each 
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CELLULOSE ENAMELLED WOOD BATHROOM CABINETS 




COLOURS 
TEN PER a 

EXTi- 




No. 72 



RECESS CABINET 



With Bevelled Edge. Damp-proof All 
Mirror Door and Crystal Glass interior 

Shelf. 



OVERALL SIZES 




PRIC 


16 , 12 ins. 




£1 15 


M 10 ins. 




£1 5 


12 9 ins. 




£1 1 


TO FIT WALL OPENING 


14 , 10 


ins. 




12 / 8 


ins. 




10 > 7 


ins. 






No. 722 
BATHROOM CABINET 

Fitted with 12/8 ins. Bevelled Edge 
Damp-proof Mirror and interior Crystal 

Glass Shelf. 



Height 




15 


dth 




II 


Depth 




ins 


PRICE 


18 


- Each 



No. 723 
BATHROOM CABINET 

Filled with 9x7 ins. Bevelled Edge Damp-proof Mirror and interior 

Wood Shelf. 



Height 12 ins. 

Width 10 ins. 

Depth 4 ins. 

PRICE II - Ea 
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CELLULOSE ENAMELLED WOOD BATHROOM FITTINGS 



No. 732 



BATHROOM CABINET 



Fitted with Damp-proof All Mirror Door and interior 
Crystal Glass Shelf with adjustable Chromium Plated 

Brackets 



SIZE 
16 ■ 12 5 ins Deep 



PRICE 
£1 15 





No. 732 



No. 733 
REFLEX MIRROR WALL FITMENT 

Triple Bevelled Edge Damp-proof Mirrors with 
White Cellulose Enamelled Wood Splashback. Com- 
plete with Chromium Plated Tumbler and Toothbrush 
Holders. 



OVERALL SIZE 
Centre Mirror 
Side Mirrors 



20 • 20 ins. 
14 10 ins. 

12; 4 ins. 



PRICE £19 6 Each 



No. 733 



COLOURS TEN PER CENT. EXTRA 
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EXTENDING SOAP and SPONGE BASKETS 

FOR USE ACROSS FLAT TOP AND ROLL EDGE BATHS 



No. 301 




No. 30 r 

Extending from 27 ins. to 31 ins 

Width 7 ins. 

Depth 3 ins. 

CHROMIUM PLATED 

PRICE £2 6 Each 



No. 302 

Extending from 27 ins. to 31 ins 

Width 7 ins. 

Depth 3 ins. 

CHROMIUM PLATED 

PRICE £2 4 Each 




No. 302 




No. 303 

SQUARE PATTERN 

Extending from 27 ins. to 31 ins. 

Width 7 ins. 

Depth 3 ins. 

CHROMIUM PLATED 

PRICE £3 Each 



No. 303 



PACKED IN SEPARATE CARTONS 



PAGE FIFTY- SIX 



•w ' 






ffjj' 

■ 



if!"» , "Hii|imniii rfiir 



Willi" '""I 



SOAP AND SPONGE BASKETS 



FOR USE ACROSS FLAT TOP AND ROLL EDGE BATHS 






No. 304 

Length 30 ins. 

Width 6 ins. 

Depth 3 ins. 

CHROMIUM PLATED 

PRICE £15 Each 




No. 304 



No. 305 




No. 305 

Length 30 ins. 

Width 6 ins. 

Depth 3 ins. 

CHROMIUM PLATED 

PRICE £12 Each 



■ 




No. 306 
SQUARE PATTERN 
TOP FRAME 

Length 30 ins. 
Width 6 ins. 
Depth 3 ins. 

CHROMIUM PLATED 

PRICE £1 10 Each 







PACKED IN SEPARATE CARTONS 
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SOAP and SPONGE BASKETS 




No. 307 
DOUBLE SOAP AND SPONGE BASKET 



Size I 



ms. 



CHROMIUM PLATED 
PRICE £1 15 Each 



SQUARE SECTION 
TOP FRAME 





No. 308 
DOUBLE SOAP AND SPONGE BASKET 
Size I5i x 5J ins. 



CHROMIUM PLATED 



PRICE £1 14 Each 




No. 310 

Size 12 x 5| ins. 

CHROMIUM PLATED 



PRICE £13 Each 



No. 309 

To Suit Square Roll 
Baths up to 4i ins. 
Size 12 x 5J ms. 

iROMIUM PLATED 

PRICE £19 Each 



EXTP 

FOR HANDLES TO SUIT 

SQUARE ROLL BATH 

ON 

Nos. 307 AND 310 

I - PER BASKET 




No. 31 



Size 12 x 5| ins. 
CHROMIUM PLATED 
PRICE £12 Each 






PRICES DO NOT INCLUDE FIXING SCREWS, SEE PAGE 42 
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SPONGE and SOAP HOLDERS 




Mauril 




No. 312 
Diameter 6 ins. 
CHROMIUM PLATED 11/6 Each 



No. 313 
Size 12 • 5J ins. 
CHROMIUM PLATED £14 Each 



No. 314 
Size 5 - 4 ir 
CHROMIUM PLATED 11/6 Each 





No. 315 
Size 5 3;. ins. 
CHROMIUM PLATED 5/6 Each 



No 316 
Size 5-3} ins. 
CHROMIUM PLATED 5/6 Each 




No. 317 
WITH WHITE PORCELAIN DISH 

Size S\ ■ 3^ in 
CHROMIUM PLATED 5/6 Each 



PRICES DO NOT 



INCLUDE 



FIXING SCRC 



SEE PAGE 42 





No. 318 
Size 5j X 3j ins. 
CHROMIUM PLATED 9/- Each 



No. 319 D 



WHITE ENAMELLED BATHRACK 

Length 28 ins. Width 9± ins. 
PRICE 8/6 Each 



COLOURS TEN PER CENT EXTRA 



A COMPREHENSIVE RANGE OF WOOD BATHROOM FURNITURE IS SHOWN ON PAGES 46 TO 55 
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TOOTH BRUSH HOLDERS 




No. 332 
CHROMIUM PLATED 
Four Way PRICE 1/6 Each 
Five .. 1/9 ,. 




No. 333 
CHROMIUM PLATED 
One Way PRICE I/- Each 
Two Way 1/3 ., 




No. 334 

CHROMIUM PLATED 

Five Way PRICE 1/9 Each 




No. 335 
CHROMIUM PLATED 
Heavy Pattern 
PRICE 4/- Each 




No. 336 

CHROMIUM PLATED 

PRICE lOd. Each 



SQUARE PATTERN 




No. 337 

CHROMIUM PLATED 

Heavy Pattern 

PRICE 2/9 Each 




No. 338 

CHROMIUM PLATED 

PRICE I/- Each 




No. 339 

CHROMIUM PLATED 

PRICE I/- Each 




No. 340 

CHROMIUM PLATED 

PRICE 1/6 Each 



PRICES DO NOT INCLUDE FIXING SCREWS, SEE PAGE 42 
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TUMBLER HOLDERS, TUMBLER and TOOTHBRUSH HOLDERS 






No. 319 

CHROMIUM PLATED 

PRICE 1/8 Each 



No. 320 

CHROMIUM PLATED 

PRICE I/- Each 



No. 321 
CHROMIUM PLATED 
PRICE 1/8 Each 






No. 322 

CHROMIUM PLATED 

PRICE 2/- Each 



No. 323 

CHROMIUM PLATED 

PRICE 5/- Each 



No. 324 

CHROMIUM PLATED 

PRICE 2/4 Each 




OCTAGONAL SHAPE 




No. 326 
CHROMIUM PLATED 
PRICE 2/4 Each 




No. 325 
Medium Weight 
CHROMIUM PLATED 
PRICE 2/8 Each 




No. 328 
Heavy Pattern 
CHROMIUM PLATED 
PRICE 4/- Each 



No. 327 

CHROMIUM PLATED 

PRICE 1/3 Each 




No. 329 

CHROMIUM PLATED 

PRICE 1/8 Each 



PRICES DO NOT INCLUDE FIXING SCREWS. SEE PAGE 42 
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SWING WALL TOWEL RAILS 

CHROMIUM PLATED BRASS ARMS. CAST BRASS BACKPLATES AND FITTINGS 



ROUND PATTERN 



SQUARE PATTERN 




I 




* 



SINGLE ARM 
No. 201 I. Diameter J in. Projection 15 ins. 6/6 Each 
No. 202 I. Diameter j in. Projection 18 ins. 10 - .. 



SINGLE ARM 
No. 207 I . Diameter i in. Projection 15 ins. 8/- Each 
No. 208 I. Diameter | in. Projection 18 ms. 12 - .. 





DOUBLE ARM 
No. 203 2. Diameter | in. Projection 15 ins. 9/6 Each 
No. 204 2. Diameter i in. Projection 18 ins. 14/- .. 



DOUBLE ARM 
No. 209 2. Diameter } in. Projection 15 ins. 1 1/- Each 
No. 210 2. Diametc . Projection 18 ins. 17 6 „ 





TREBLE ARM 
No. 205 3. Diameter £ in. Projection 15 ins 13/- Each 

No. 206 3. Diameter ■ in. Projection 18 ins. 19/6 ,, 



TREBLE ARM 
No. 211 3. Diameter ^ in. Projection 15 ins. 15 - Each 
No. 212 3. Diameter J in. Projection 18 ins. £1 4 



PRICES DO NOT INCLUDE FIXING SCREWS. SEE PAGE 42 
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FIXED WALL TOWEL RAILS 

CHROMIUM PLATED SOLID DRAWN BRASS TUBES 





|" Square 
I* Square 



No. 213 SQUARE PATTERN 
18" 24" 30" 36* 42 



11/6 12/6 13/6 14 6 — 

14/- 16/- 18/- 20/- 22- 



48" L> 

— Each 
24 - Each 



No. 214 OCTAGONAL PATTERN 
18' 24 30' 36" 42" 



Octagonal ... 12/- 13/- 14/- 15/- — 
I "Octagonal ... 15/- 17/- 19/- 21/- 23/- 



48" Long 



— Each 
25/- Each 





No. 215 ROUND PATTERN 

18" 24" 30" 36' 42" 48* Long 



Diameter ... 
I* Diameter ... 



6/- 6/6 7/3 8/- — — Each 
7/6 8/6 9/6 10/6 11/6 1 2/6 Each 



No. 216 HEXAGON BRACKETS. ROUND TUBE 

18" 30" 36* Long 



I" Diameter 



9/6 10 6 11/6 12/6 Each 





No. 217 ROUND ONE-PIECE PATTEl 

1 8* 24* 30" 36" Long 



Dia. 



■ * ■ 



5/- 6/- 7/- 8/- Each 



No. 218 ONE-PIECE TWO RAILS 
24- 30" 36" Long 



. • Dia. 10 6 12 6 15/- Each 



PRICES 

DO NOT INCLUDE 

FIXING SCREWS 

SEE PAGE 42 




FOR PRICES 

OF 

TOWEL RAIL BRACKETS 

SEE PAGE 67 



No. 219 ROLLER TOWEL RAIL 
Polished Wood Roller. Chromium Plated End Pieces and Brad 

PRICE 9/- Each 
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CHROMIUM PLATED GRAB RAILS 

SOLID DRAWN BRASS TUBES 





No. 241 

I m. Diameter Round One-Piece > 12 ins c 

PRICE 8/- Each 



No. 242 

I in. A/F Hexagon Pattern One-Piece x 12 ins c c 

PRICE £12 Each 




No. 246 
Square Pattern with Brackets 
Im.Dia. ,. 12 ins. PRICE 15/- Each Complete 





No. 244 
Round Pattern with Brackets 

M m , r, PRICE 

K« ill -• A' ' ' 2 inS " l0/ - Each Complete 

No. 244 |J ins. Dia. x 12 ins. 15/- 



No. 245 

Octagonal Pattern with Brackets 
i ins. Diameter x 12 ins. PRICE £12 Each 



BRACKETS FOR LARGE SHELVES 

CHROMIUM PLATED SOLID BRASS 




No. 348 





No. 348 


7 in. 


PRICE 14 


8 in. 


16 


y in. 


18 


10 in. 


., £1 


II in. 


.. £1 2 


12 in. 


.. £1 4 



No. 349 
Per Pair 7 in. PRICE 17 6 Per Pair 



8 in. 

9 in. 
10 in. 
I I in. 
12 in. 



,. £i o 





.. £1 2 


6 


.. £1 S 





.. £1 7 


6 


.. £1 10 






I I 
• I 
>( 

»r 




PRICES DO NOT INCLUDE FIXING SCREWS. SEE PAGE 42 
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SHELF BRACKETS 













No. 


350 


Chromium Plated 

Per pair 
For 4 in. Shelves 2 9 


For 5 in. Shelves 


-. 3/- 


For 6 in. Shelves 


.- 4/- 




No. 354 
Chromium Plated 



For 4 in. Shelves 
For 5 in. Shelves 

For 6 in. Shelves 



• ■ 



Per pair 
3- 

3/6 
4/6 




No. 351 

Chromium Plated 

For 5 in. Shelves 3 3 Per pair 




No. 353 
Chromium Plated 
For 5 in. Shelves 3 6 Per pair 





No. 3S2 

Chromium Plated 



For 4 in. Shelves 
For 5 in. Shelves 
For 6 in. Shelves 



Per pair 
3/- 
3/6 
4,6 



E 




No. 355 
Chromium Plated 



For 4 in. Shelves 
For 5 in. Shelves 
For 6 in. Shelves 



Per pair 
3- 

4/- 
5/- 




No. 357 
Chromium Plated 
For 5 in. Shelves 8,- Per pair 




No. 356 

Chromium Plated 



For 4 in. Shelves 
For 5 in. Shelves 



Per pair 
1/9 

23 



OTHER TYPES 

OF BRACKETS ARE 

ILLUSTRATED ON 

PAGE 70 




No. 359 

Chromium Plated 

For 5 in. Shelves 5 - Per pair 
For 6 in. Shelves 5 6 Per pair 



No. 358 
Chromium Plated 



For 4 in. Shelves 
For 5 in. Shelves 



Per pair 
2/6 

2 9 



FOR 

PRICES OF 

GLASS SHELVES 

SEE PAGE 72 






PRICES DO NOT INCLUDE FIXING SCREWS. SEE PAGE 42, 
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TOILET ROLL HOLDERS 







No. 341 

Chromium Plated Holder 
Ebonite Finish Wood Roller 

PRICE 2 - Each 



No. 342 

Chromium Plated Holder 
Ebonite Finish Wood Roller 

PRICE 2 6 Each 



No. 343 

C-iromium Plated Holder 
Ebonite Finish Wood Roller 

PRICE 2- Each 



CHROMIUM PLATED 

ONE-PIECE 
DIE-CAST BRACKET 




EBONITE FINISH 

WOOD 
SPRING ROLLER 



No. 344 
PRICE 5 - Each 



ASHTRAY AND MATCHBOX STANDS 






No. 345 
Chromium Plated with Glass Tray 
PRICE 16 Each 



No. 346 
Chromium Plated with Glass Tray 
PRICE 8 6 Each 



No. 347 

Chromium Plated with Glass Tray 
PRICE 5,- Each 



PRICES DO NOT INCLUDE FIXING SCREWS. SEE PAGE 42 
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TOWEL AND GRAB RAIL BRACKETS 









No. 226 

£ in. Dm. Chromium Plated 3 - Per pair 

in. Projection. 



No. 227 



l. Diameter Chromium Plated 3 9 Per pair 
in. Chromium Plated 4 3 

| in. 



■ • 






Chromium Plated 5 - 
3 in. Projection. 



No. 228 

in. Dia. Chromium Plated 4 - Per pa»r 
3^ in. Projection. 







No. 229 

OCTAGON PATTERN 
| in. Dia. Chromium Plated 6 3 Per pair 
I in. ,, Chromium Plated 7 3 
3 in. Projection. 



CHROMIUM PLATED TUBES 



Diameter of Tube 


1 8' | 24* 


30" 


Octagonal 
1" 


4- 

5 - 


5 3 

6 6 


6 6 
8 - 


Square 
1" 


4/- 

5- 


5 3 

6 6 


6 6 
8 - 


Round 1 6 
I" .. 2 2 
|" 2 6 

1" 3- 

1, 4- 

PRICES OF (A" CCTAGONAL 




28 
3 - 
3 4 
4- 
5 - 

TUBE ON 


3 4 

3 10 

4 1 
5- 
6 3 

REQUEST 




No. 230 
SQUARE PATTERN 

2 m. Dia. Chromium Plated 7 6 Per pair 

3i in. Projection. 
I in. Dia. Chromium Plated 9 - 
3^ in. Projection. 






No. 231 

OVAL FLANGE 
2 in. Diameter Chromium Plated. 
3.6 Per pair 
2| in. Projection. 
I in. Diameter Chromium Plated. 
4 9 Per pair 
3 in. Projection. 



No. 232 

OCTAGONAL PATTERN 

li in. Diameter Chromium Plated. 

10 - Per pair 

3 in. Projection. 



No. 233 
HEAVY PATTERN 
I in. Diameter Chromium Plated. 
6 - Per pair 
2{ in. Projection 
l. ; m. Diameter Chromium Plated. 
9 6 Per pair 
21 in. Projection. 



PRICES DO NOT INCLUDE FIXING SCREWS. SEE PAGE 42. 
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CHROMIUM PLATED BATHROOM FIRE 




No. 410 

I KILOWATT 

Chromium Plated on Brass Reflector fitted with cords for adjusting 
d.rect.on of radiant heat. F.re should be fitted near ceiling and well 
out of reach, if possible, on opposite side of bathroom to Bath. It should 
be operated either by ceiling switch or by 10 amp double pole shockproof 
switch on wall near door. Fire must be earihed. 

Size 14- ins. Wide x 9J ins. High. Projection 6 ins. 
Sides in Cream Enamel or Oxydised Silver. 
PRICE £2 10 Each 






FLUSH PIPES, BENDS and PIPE CLIPS 









No. 412 

FLUSH PIPES 

Prices for Brass. Copper, 
and Chromium Plated 
finish upon application. 

Please state 
Diameter required. 

Offset required. 

Return required. 



No. 411 

PIPE CLIP 

For Brass. Copper, or 

Chromium Plated Flush 

Pipes. 

Prices on application. 



<3ME> 



No. 413 

PIPE CLIP 

With Rubber Buffer. 

For Brass, Copper or Chromium 

Plated Flush Pipes. 
Prices on application. 




No. 414 

LOW DOWN FLUSH 
BENDS 

Prices for Brass, Copper, 
and Chromium Plated 
Imish on application. 

Please state Diameter 
required. 



PRICES DO NOT INCLUDE FIXING SCREWS. SEE PAGE 42 
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No. 398 

Chromium Plated 

12 Each 



2{ ins. 




No. 399 
Chromium Plated 

ins, . . 9d. Each 

2 ins. .. I/- ,, 



TOWEL HOOKS 







No. 400 

Chromium Plated 

3£ ins. 1/9 Each 





No. 401 
Square Pattern 
Chromium Plated 
2^ ins. 1/6 Each 



BATH GOWN HOOKS 



No. 402 

Square Pattern 

Chromium Plated 

2£ ins. I Fach 








No. 403 
5 ins. Chromium Plated 
PRICE I 3 Each 



No. 404 
6 ins. Chromium Plated 
PRICE I 9 Each 



No. 405 
Chromium Plated 
PRICE 2 3 Each 



SHAVING BRUSH CLIP 



STROP HOOK 



No. 406 

4 ins. Chromium Plated 

PRICE 2 - Each 

SHAVING BRUSH CLIP 






e: 






No. 407 
Chromium Plated 1.9 Each 



No. 408 
Chromium Plated 2/- Each 

PRICES DO NOT INCLUDE FIXING SCREWS. SEE PAGE 42 



No. 409 
Chromium Plated 1/3 Each 






. 
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GLASS SHELF SETS AND BRACKETS 

SHELVES WITH POLISHED EDGES. FRONT CORNERS ROUNDED 





No 379 B 
WITH No. 381 CHROMIUM PLATED BP.ACKETS 



Size 


Plate Class 


White Opal 


18 ■ 5 ins. 


10 6 


II - 


21 < 5 ins. 


II - 


II 6 


24 ■ 5 ins. 


II 3 


12- 


27 ■ 5 in: 


II 6 


12 6 


30 > 5 inr. 


126 


13- 


36 < 5 in;. 


14- 


14- 



No. 380 B 
WITH No. 382 CHROMIUM PLATED BRACKETS 



Size 


Plate Glass 


White Opal 


18 5 ins. 


12- 


126 


21 ■ 5 ins. 


126 


13 ■ 


24 5 ins. 


129 


13 6 


27 ■ 5 ins. 


13 - 


14 - 


30 :• 5 ins. 


14- 


146 


36 - 5 in 


156 


156 



CHROMIUM PLATED SHELF BRACKETS 




PRICES DO NOT 



INCLUDE 



FIXING SCREWS 
See PAGE 42 




No. 381 

To Suit 5 in. Shei 
PRICE 71- Per Pair 



No. 382 

To Suit 5 in. Shelves 

PRICE 9 Per Pair 




No. 383 AND No. 384 



ARE INVISIBLE 



FIXING PATTERN 




No. 383 
To Suit 5 in. Shelves 
PRICE 7 Per Pa.r 



No. 384 C 
To Suit 5 in. Shelves 
PRICE 9.'- Per Pair 



FOR PRICES OF WHITE OPAL AND PLATE GLASS SHELVES SEE PAGE 72 
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GLASS SHELF SETS AND BRACKETS 

SHELVES WITH POLISHED EDGES. FRONT CORNERS ROUNDED 







No. 385 
WITH No. 350 CHROMIUM PLATED BRACKETS 



Size 


Plate Glass 


White Opal 


18 ■ 5 ins. 


6/- 


6,6 


21 X 5 ins. 


6/4 


71- 


24 -. 5 ins. 


6/9 


7/6 


27 ■ 5 ins. 


7f- 


8/ 


30 - 5 ins. 


7/9 


8/6 


36 * S ins. 


8/6 


9/6 




^ 



No. 350 
To suit 5 in. Shelves 
PRICE 3 - Per Pair 




No. 386 
WITH No. 354 CHROMIUM PLATED STOP END BRACKETS 



Size 


Plate Glass 


White Opal 


18 • 5 ins, 


6/6 


71- 


21 x 5 ins. 


6/9 


7/6 


24 :- 5 ins. 


7/3 


8/ 


27 x 5 ins. 


7/6 


8/6 


30 • S ms. 


8/3 


9/ 


36 x 5 ms. 


9/- 


10/- 




No. 354 

To suit 5 in. Shelves 
PRICE 3/6 Per Pair 








No. 387 

WITH No. 357 COMBINED CHROMIUM PLATED 
BRACKETS. TUMBLER, AND TOOTHBRUSH HOLDERS 



Size 


Plate Glass 


White Opal 
11/- 


18x5 ins. 


10/6 


21 


10/10 


11/6 


24 • 5 ms. 


H/2 


12/ 


27 x 5 ins. 


11/6 


12/6 


30 x S ii 


12/4 


13/ 


36 x 5 ms. 


13/ 


14'- 



No. 357 

To suit 5 in. Shelves 
PRICE 8/- Per Pair 



COMPLETE RANGE OF SHELF BRACKETS 
ILLUSTRATED ON PAGE 65 



PRICCS DO NOT INCLUDE FIXING SCREWS. SEE PAGE 42 
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CRYSTAL AND OPAL GLASS SHELVES 

ALL EDGES POLISHED. FRONT CORNERS ROUNDED 



No. 388 






No. 

PLATE 


368 
GLASS 




SIZE 


PRICE 


SIZE 


PRICE 


18 x 5 ins. 
21-5 ins. 
24 ■ 5 ins. 


2/6 
2 10 

3/2 


27 • 5 ins. 
30 x 5 ins. 
36 x 5 ins. 


3/6 
4/4 

6/- 



No. 389 




SIZE 



18 x 5 ins. 
21x5 ins. 
24 x 5 ins. 



No. 389 
WHITE OPAL 



PRICE 



3/- 
3/6 

4 



SIZE 



27 x 5 ins. 
30 x 5 ins. 
36 x 5 ins. 



PRICE 



46 

5/- 
6/- 



FOR PRICES OF CHROMIUM PLATED SHELF BRACKETS. SEE PAGES 65 AND 70 



COMBINED GUARD RAIL AND BRACKETS 



No. 390 




No. 390 ROUND PATTERN. FIXED LENGTH 



SIZE 


PRICE 


SIZE 


PRICE 


18 x 5 ins. 
21x5 ins. 
24 x 5 ins. 


8 - 
8/3 

8/6 


27 x 5 ins. 9/- 
30 x 5 ins. 9 3 
36 x 5 ms. 9 6 



No. 391 




No. 391 SQUARE PATTERN. FIXED LENGTH 


SIZE 

18 x 5 ins. 
21x5 ins. 
24 x 5 ins. 


PRICE 

10 - 
10 3 
10 6 


SIZE 

27 x 5 ins. 
30 x 5 ins. 
36 x 5 ins. 


PRICE 

II - 
II 3 
116 



PRICES DO NOT INCLUDE FIXING SCREWS SEE PAGE 42 
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CHROMIUM PLATED GUARD RAILS 



. 



No. 392 ROUND PATTERN. FIXED LENGTH 


SIZE PRICE 


SIZE 


PRICE 


18 x 5 ins. 6/- 
21x5 ins. 6/6 
24 x 5 ins. 7j- 


27 x 5 ins. 
30 x 5 ins. 
36 x 5 ins. 


7/6 

8/- 
8/6 




No. 392 







No. 393 SQUARE PATTERN. FIXED 


LENGTH 


46 

S- 




SIZE 


PRICE 


SIZE 


PRICE 


b- 


18x5 ins. 9/6 

21x5 ins. 10/- 
24 x 5 ins. 10/6 


27 x 5 ins. 
30 x 5 ins. 
36 x 5 ins. 


11/- 
11/6 

12/- 




ADJUSTABLE PATTERN 



Nc. 393 



GUARD RAIL 

Adjustable to suit all Shelves 
18 -v 5 ins. to 30 x 5 ins. 



No. 394 Round Pattern 
No. 395 Square Pattern 



PRICE 
8/6 Each 
11/6 



i* 




No. 394 






COMBINED GUARD RAIL 
AND BRACKETS 

Adjustable to suit all Shelves 
18 ,• 5 ins. to 30 x 5 ins. 



No. 396 Round Pattern 
No. 397 Square Pattern 






PRICE 
... 8/6 Each 
... M/6 „ 




No. 396 



PRICES DO NOT INCLUDE FIXING SCREWS (SEE PAGE 42) OR SHELVES 
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ALL MIRROR SPLASHBACKS 

BEVELLED PLATE GLASS. DAMP-PROOF BACKS 



No, 621 




No. 621 

SIZE 25 ins. ■ 15 ins. 

Square Top Mirror Splashback with 25 5 ms. Crystal 
Glass Shelf with No. 350 Chromium Plated Brackets. 
Complete with Chromium Plated detachable Tab-head 
screws for fixing, and round-head screws for fittings. 

PRICE 
Without Guard Rail £1 10 

Extra for No. 392 Guard Rail, round pattern 6 6 

Extra for Stained Edge Plywood Back with 

Chromium Plated Fixing Plates . . 12 



No 622 

SIZE 24 ms. ■ 18 ins. 

Shaped-top Mirror Splashback with 21 x 5 ins. Crystal 
Glass Shelf with No. 350 Chromium Plated Brackets. 
Complete with Chromium Plated detachable Tab-head 
screws for fixing, and Round-head screws for fittings. 

PRICE 
Without Guard Rail £1 15 

Extra for No. 392 Guard Rail, round pattern. . 6 6 

Extra for Stained Edge Plywood Back with 
Chromium Plated fixing Plates . . 12 




No 622 



■ 

I 



<i 




No. 623 

SIZE 24 ins. - .18 ins. 

Cant Corner Mirror Splashback with 21 5 ins. Crystal 
Glass Shelf with No. 350 Chromium Plated Brackets. 
Complete with Chromium Plated detachable Tab-head 
screws for fixing, and Round-head screws for fitting 

PRICE 
Without Guard Rail .. £1 13 

Extra for No. 392 Guard Rail, round pattern 6 6 

Extra for Stained Edge Plywood Back and 
Chromium Plated fixing Plates 12 



No. 623 



SUPPLIED WITH CHROMIUM PLATED GUARD RAILS UNLESS OTHERWISE ORDERED 
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WHITE OPAL GLASS SPLASHBACKS 

FOR USE WITH LAVATORY BASIN 



No.618 



No. 618 



Size 


Price Each 


Size 


Pnce Each 


22x 15 ins. 
25x15 ins. 
27x15 ins. 


s. d. 
9 6 

10 6 

11 


22x 18 ins. 
25x 18 tns. 
27x 18 ins. 


s. d. 

11 

12 6 

13 6 



Drilled with two or four fixing holes as required. Complete with 
Chromium Plated Round-head fixing Screws and Washers. 





No. 619 

White Opal Splashback with 5 in. Opal Shelf and No. 350 
Chromium Plated Brackets. Complete with Chromium 
Plated Round-head fixing Screws and Washers. 



Size 


Price Each 


Size 


Price Each 


22x15 ins. 
25 x 15 ins. 
27 x 15 ins. 


s. d. 

15 6 

16 6 

17 6 


22x 18 ins. 
25x18 ins. 
27 x 18 ins. 


L s. d. 

17 

18 6 

1 



If fitted with No. 353 Non-Slip Bracket?. 6d. extra par 

Splashback. 



No. 619 



No. 620 

SIZE 25 ins. ■ 15 ins. 

White Opal Splashback with 14 in. ■ 9 in. Cant Corner 
Bevelled Mirror. 5 in. Crystal Glass Shelf with No. 357 
combined Bracket. Tumbler, and Toothbrush Holders 
Complete with Chromium Plated detachable Tab-head 
screws for Mirror, and Round-head screws for fittings. 



s. 
II 



PRICE, without Guard Rail . . I 

Extra for No. 392 Guard Rail round pattern. . 

Extra for Stained Edge Plywood Back with 

Chromium Plated Fixing Plates . . .0120 



d. 







SPECIAL SIZES AND REQUIREMENTS GLADLY QUOTED FOR 



No. 620 
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ALL MIRROR SPLASHBACKS 



No. 624 

WITH BULLNOSE POLISHED EDGES 
Cant Corner All Mirror Splashback fitted with 5 in. 
Crystal Glass Shelf with No. 3S0 Chromium Plated 
Brackets. Complete with Chromium Plated Tabhead 
Screws for fixing. 

SIZE 
30 • 22 ins. Wide 

30 :•: 25 ins 

30 , 27 ins 

CHROMIUM PLATED GUARD RAILS CAN BE 
FITTED. SEE PAGES 72 AND 73 





PRICE 


£2 


12 6 Each 


3 


2 6 


3 


6 6 




No. 625 




No. 624 



No. 625 

WITH BEVELLED AND POLISHED EDGES 
Shaped Top All Mirror Splashback fitted with 5 in. 
Crystal Glass Shelf with No. 383 Chromium Plated 

Brackets, Complete with Chromium Plated Tabhead 
Screws for fixing. 

SIZE 
33 x 22 ins. Wide 
33 : 25 ins. 
33 • 27 ins. 



• - 



• • 



PRICE 
O Each 
3 4 .. 
3 9 .. 



CHROMIUM PLATED GUARD RAILS CAN BE 
FITTED. SEE PAGES 72 AND 73 



ALL SPLASHBACKS CAN BE FITTED WITH STAINED EDGE PLYWOOD BACKS. 12 - EXTRA 
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WHITE OPAL GLASS AND MIRROR SPLASHBACKS 




No. 630. 



No. 631. 
WHITE OPAL GLASS SPLASHBACK 

th Bevelled Edge Damp-proof Mirror, fitted with 5 ir.. 
White Opal Glass Shelf with No. 351 Hexagon pattern 
Chromium Plated Brackets and No. 340 Toothbrush Holder. 
Complete with Chromium Plated Tab-head Screws for Mirror 
and Round-head Screws for fittings. 

Mirror 23 > 13 ins. Wide fitted to 25 in. and 27 in. Splashbacks 
Mirror 21 ■ 13 ins. Wide fitted to 22 in. Splashbacks. 



SIZE 
33 x 22 ins. Wide ' ... 

33 / 25 ins 

33 x 27 ins. „ 

Extra for No. 393 Square Pattern Chromium 
Plated Guard Rail ... 



PRICE 




£3 


7 6 


Each 


£3 


10 6 


• 1 


a 


13 


»» 




10 


Each 



No. 630. 

WHITE OPAL GLASS SPLASHBACK 

With Bevelled Edge Damp-proof Mirror, fitted with No. 329 
Hexagonal Pattern combined Tumbler and Toothbrush 
Holders. Complete with Chromium Plated Tab-he3d Screws 
for Mirror and Round-head Screws for fittings. 

Mirror 22 > 15 ins. Wide fitted on 25 in. and 27 in. Splashbacks 
Mirror 22 - 13 ins. Wide fitted on 22 in. Splashbacks. 



SIZE 
33 , 22 ms. Wide 

33 • 25 ins. 



33 ■ 27 ms. 



•• 



PRICE 
£2 13 6 Each 

£2 15 6 „ 

LI 17 6 .. 




No. 631 



ALL SPLASHBACKS CAN BE FITTED WITH STAINED EDGE PLYWOOD BACKS 12/- EXTRA 
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WHITE OPAL GLASS AND MIRROR SPLASHBACKS 




No. 626 



No. 627 

WHITE OPAL GLASS SPLASHBACK 

With Bull Nose Polished Edge Mirror fitted with 
No. 334 Chromium Plated Toothbrush Holder and 
No. 319 Tumbler Holders. Complete with Chro- 
mium Plated Tab-head Screws for fixing and Round-head 
Screws for httmgs. 



SIZE 
33 x 22 ins. wide 
33 x 25 ins. „ 
33 ■: 27 ins. 



" 



• • 



PRICE 
£2 7 6 Each 
2 10 ., 
2 12 6 



WIDTH IS TAKEN ACROSS BASE 



No. 626 
ALL MIRROR SPLASHBACK 

ith bevelled and Polished Edges, fitted with S in. 
Crystal Glass Shelf, with No. 391 combined Square 
Pattern Chromium Plated Guard Rail and Brackets- 
Complete with Chromium Plated Tab-head Screws 
for fixing and Round-head Screws for Fittings. 



SIZE 
33 - 22 ins. wide 
33 ■ 25 ins. .. 
33 ■ 27 ins. .. 



PRICE 
£3 Each 
3 4 
3 8 



WIDTH IS TAKEN ACROSS BASE 




No. 627 



ALL SPLASHBACKS CAN BE FITTED WITH STAINED EDGE PLYWOOD BACKS 12/- EXTRA 
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WHITE OPAL GLASS and MIRROR SPLASHBACKS 



No. 62S 

Shaped Top White Opal Splashback, with 14 9 ins. 
il Bevelled Plate Glass Mirror with damp-proof 
bark. 5 in. Opal Glass Shelf, and No. 354 Chromium 
Plated Stop-end Brackets. 



SIZE 


PRICE 


30 ■ 22 ins. . . 


.. £1 18 Each 


30 • 25 ins. . . 


..£2 10 


30 x 27 ms. . . 


..£2 4 ., 



Prices include Chromium Plated Fixing Screws and 
Washers. 





No. 628 



No. 629 

Shaped Top White Oval Splashback, with Bevelled 
Plate Glass Mirror with damp proof back, 5 in. Opal 
Glass Shelf, and No. 354 Chromium Plated Stop-end 

Brack e 



SIZE 




PRICE 


33 22 ins. 


• 


£2 6 Each 


33 ■ 25 ins. 


• 


£2 9 ,. 


33 • 27 ins. 


■ • 


£2 12 



Prices include Chromium Plated Fixing Screws and 
Washers. 



No. 629 



ALL SPLASHBACKS CAN BE FITTED WITH STAINED EDGE PLYWOOD BACK, 12 - EXTRA 
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WHITE OPAL GLASS AND MIRROR SPLASHBACKS 



No. 632 





Nc. 632 



No. 633 
WHITE OPAL GLASS SPLASHBACK 

Cant Corner White Opal Glass Splashback with 1 2 in. 
Bevelled Edge Damp-proof Mirror fitted with S in, 
White Opal Glass Shelf w.th No. 357 Combined 
Chromium Plated Brackets, Tumbler and Toothbrush 
Holders. Complete with Chromium Plated Tabhead 
Screws for fixing and Round-head Screws for Brackets. 



SIZE 

33 x 22 ins. wide 
33 x 25 ms. 
33 > 27 ins. 



PRICE 
€2 7 6 Each 
2 12 6 
2 15 



TWO-PIECE SPLASHBACK 

Comprising 15 in. Bevelled Edge Damp-proof Mirror, 
and 18 in. White Opal Glass Splashback, fitted with 
5 m. White Opal Glass Shelf with No. 350 Chromium 
Plated Brackets and No. 392 Guard Rail. Complete 
with Chromium Plated Tabhead Screws for fixing and 
Round-head Screws for Brackets. 

SIZE price 

33 ■ 22 ms. wide £2 6 Each 

33 ■ 2s ' n * 2 10 .. 

33 ■ 27 ins 2 12 










No. 633 



ALL SPLASHBACKS CAN BE FITTED WITH STAINED EDGE PLYWOOD BACKS 12/- EXTRA 
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ADJUSTABLE FRAMELESS MIRRORS 

BEVELLED PLATE GLASS WITH DAMP-PROOF BACKS 
Adjustable Chromium Plated Fittings 




PRICES INCLUDE 
li - 6 in. ROUND 

HEAD CHROMIUM 
PLATED BRASS 
SCREWS FOR FIXING 
BRACKETS, AND 
DOME HEAD 

SCREWS FOR 
MIRROR 







No. 


611 






SIZE 




PRICE 


• 12 ins. Diameter . . 




.. £0 


17 6 Each 


14 ins. 




£1 


oc„ 


16 ins. 




£1 


2 ,. 


1 *mmmm*m 






























if 






1 i 


■^ '" * — 






^P 



No, 613 



SIZE 
12 x 14 ms. Wide 

14 X 16 ins 

15 X 22 ms 

15 x 2S ins. 

15 x 27 ins. 


PRICE 
£0 18 Each 
£10 0,. 
.. £16 0.. 
£1 8 0,, 
£1 9 6,, 




ADJUSTABLE 



MIRROR 





SIZE 
12 x 12 ms. 
14 • 14 ins. 
16 .-; 16 ins. 



No. 612 



No. 614 





SIZE 




9 


x 14 ms. 


ide 


IS 


22 ins. 


' > 


15 


25 ins 




18 


24 ins 


• • 


FITTINGS 








PRICE 
£0 17 6 Each 
£1 10., 
£1 2 0.. 




PRICE 
£0 16 6 
£17 
£19 
£1 10 6 



Each 




No. 615 
Chromium Plated 5 3 Per pair 



No. 616 
Chromium Plated 9. Per pi\r 



No. 617 
Chromium Plated 10 Per pair 
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FRAMELESS PLATE GLASS MIRRORS 



EDGES BEVELLED AND POLISHED. 



DAMP-PROOF BACKS. 




No. 601 



SIZE 


PRICE 


6 ins. 


3 6 Each 


8 ins. 


46 


10 ii 


6- 


12 ii 


7 6 


16 r 


126 



HANGING CHAINS 

All Frameless Mirrors can be 
fitted with CHROMIUM 
PLATED Hanging Cham and 

Fittings. 

PRICE 

18 in. 3 - per set extra 

4 - per set 
30 i 5 - per set 





. 602 



SIZE 

6 ins. d 

8 ir 
10 i 
12 ii 
16 i 



ameter 






PRICE 

3 - Each 

4- 

56 

7 - 
126 



No. 603 
SIZE PRICE SIZE PRICE 

12 ■ 19 ins. wide 10 6 Each 12 24 ms. wide 13 - Each 

12 22 if 12- 18 1 ms. „ £| 10 




No. 604 
SIZE PRICE SIZE PRICE 

12 14 ms. wide 8- Each IS 25 ins. wide 18- 

14 16 ms. .. 10 - 15 :•: 27 ins. 19 6 

15 x 22 ins. ,, 16/- .. 






ese Mirrors can be 
fitted with CHROMIUM 
PI AT ED Adjustable 
Fitting. No. 616. as 
shown on page 8 1 . 
9 - per set extra 




No. 

SIZE PRIC 

16 ms. wide £0 19 6 

14 18 i 12 6 

16 ■ 22 >■■ 113 

I 17 






PRICFS DO NOT IN DC FIXING SCf ■•. SEE PAGE 42 



PAC 












:)f< 













FRAMELESS PLATE GLASS MIRRORS 



EDGES BEVELLED AND POLISHED. 



DAMP-PROOF BACKS. 







No. 606 

SIZE PRICE 

12 • |9 ins. wide £0 13 6 Each 

12 ■ 22 ins. .. £0 IS ,, 

12 • 24 ins. .. £0 15 6.. 

24 £14 



No. 609 
Decorative Bevel with Brilliant Cut Stars 

SIZE PRICE 

14 ,- 18 ins. wide . . £1 3 Each 

18 > 24 ms. ,. ..£1150 .. 



These Mirrors can be fated 
with CHROMIUM PLATED 
Adjustable Fitting No. 616 
as shown on page 81. 

9 - per set extra. 





No. 608 

WITH 

CHROMIUM PLATED 
HANGING CHAIN 

SIZE PRICE 

6 6 ins. 6 6 Each 

8 - 8 ins. 7 6 ,. 

10 ■ 10 ins. 9- ,. 

12 ■ 12 ins. 10 6 ., 

16 16 ins. IS 6 



HANGING CHAINS 

AM frameless Mirrors can 
be fitted with CHROMIUM 
PLATED Hanging Cham 
and Fittings. 

PRICE 

18 in. . . 3 per set extra 
24 in. . . 4 
30 in. . . 5 




No. 607 

SIZE PRICE 

9 14 ins. wide £0 7 Each 



I < < VJ 1' 1 J. 

14 18 ins. 


. £0 


12 





16 20 ins. 


. £0 


17 


6 


18 • 24 ins. 


. £1 


2 





20 ■ 30 ins. 


£1 


15 






< • 



• • 




No. 610 
SIZE 

9 .. 14 ins. wide 

15 x 22 ins. 

15 •■ 25 ins. 

18 • 24 ins. 



' i 






PRICE 
£0 6 6 Each 
. . £0 17 
.£0 19 
£1 6 



• • 



n 



PRICrS DO NOT INfl.UDF FIXING SCREWS. SEE PACE 42 
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ELECTRICAL BATHROOM FITTINGS 





No. 851 
in. Chromium Plated Ceiling Fitting 
6 in. diameter Flashed Opal Sphere 
PRICE 1 1 9 Each 



No. 850 

2j in. Chromium Plated Ceiling Fitting, 

Cast Metal work, 6 in. Flashed Opal Shade 

PRICE 18 6 Each 





No. 854 
Ceiling Fitting with Flashed Opal Dish 

Chromium White 
Metal work Enamelled 



No. 853 
Chromium Plated Ceiling Fitting with 
3 in. Plate and 8 in. White Flashed Opal 

Sphere 

PRICE 15 6 Each 



8 in. Dish. . 

10 in 

12 in. . 



14 8 
18 8 

24 



10 8 each 
14 8 .. 
19 6 ., 




No. 8S2 

6 in. diameter 5crewed Lip Type 

Globe with Chromium Plated Ceiling 

Fitting, Universal for Wood Screws or 

standart Conduit Box 

PRICE 13 6 Each 




No. 855 

Chromium Plated Wall Fitting 

Cast Plate, in. Gallery. 

9 in. Wall to Centre Projection 

5 in. Flashed Opal Shade 

PRICE 22 Each 



ABOVE PRICES ARE FOR FITTINGS COMPLETF WITH GLASSWARE. BUT EXCLUSIVE OF LAMPS. LAMPHOLDERS OR WIRING 
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